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Madison, Wis., Feb. 13th, 1911. 
Uembbrs of the Wisconsin Statb Board of Fobestbt, 

Madison, Wisconsin. 
Gentlemen : In accordance with your request I have made an in- 
vestigation of the storage reservoirs of the Upper Wisconsin river, oper- 
ated by the Wisconsin Valley Improvement company, and beg to submit 
the following preliminary report. 

Tours truly, 

C. B. Stbwabt. 



STORAGE RESERVOIRS CONTROLLED BY THE 
WISCONSIN VALLEY IMPROVEMENT 

COMPANY. 



Descriptive Data. 



The source of the Wisconsin river is in numerous lakes in Yilas and 
Oneida counties in the northern part of Wisconsin. Plate I shows these 
counties and the main lakes and their tributary drainage areas in which 
the main branches at the headwaters of the river have their source. 
About nineteen of these natural lakes, having a total area of water 
surface of about 58 square miles, and a tributary drainage area of 
about 580 square miles as shown in the table, have been made into 
storage reservoirs by means of dams at the outlets of the lakes and are 
at present used by the Wisconsin Valley Improvement company for 
storage of flood waters and stream flow regulati<m. 

In practically all cases, the lakes with the dams at their outlets have 
been used in the past either by river improvement companies or by 
individuals for storing water for purposes of floating logs down the 
streams. The river improvement companies were organized and oper- 
ated under Chapter 86 of the General Laws of Wisconsin and Acts 
amendatory thereof, while individuals constructed their dams for im- 
provement of navigation imder special grants from the State L^s- 
lature. Section I of Chapter 335 of the Laws of Wisconsin for 1907 
gave the Wisconsin Valley Improvement company the right to acquire 
the charters, rights of flowage and properties of these companies and 
individuals. In Appendix A to this report will be foimd a letter from 
Mr. G. D. Jones, Secretary of the Wisconsin Valley Improvement com- 
pany, giving complete information as to the authority under which 
each of the several dams now controlled by this company was erected. 
A number of the larger lakes at present under control by the Wisconsin 
Valley Improvement company have been used mainly for storage pur- 
poses for stream flow regulation since about 1897. 
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Plates II-XI show the general character of the dams at the outlets of 
the lakes. The origial dams were constructed of logs and timber with 
sand filling. They were provided with either one or two timber sluices 
each about five feet to six feet in width and had suitable gates for 
controlling the rate of flow of the water. Five of these original dams. 
Twin Lakes, Long on Eagle, Lower Nine Mile, North Pelican and South 
Pelican have decayed and be^ replaced within the last three years by 
permanent concrete and iron structures. Two of these, Twin Lakes 
dam and Long on Eagle dam, have been equipped with tainter gates as 
shown on Plates 11 and IV. The Long on Eagle dam has been 
equipped, as required by law, with a marine railway or railway track 
extending over the dam from tailwater to headwater and provided with 
a suitable carriage having hydraulic power for its operation, so that 
launches up to fifty feet in length and five feet draft may pass from 
the Lower Eagle Chain of lakes to the Upper Eagle Chain of lakes or 
vice versa. This provides continuous navigation on a series of beautiful 
lakes, about thirty miles in length and having a water surface of about 
thirteen square miles. 

A number of original dams that still remain have about reached the 
limit of their natural life and though serving their purpose they will 
probably be replaced by concrete structures in the near future. Prac- 
tically all of the dams have been provided with suitable fishways which 
are kept open all of the time. 

On the shores of the more attractive lakes many summer homes and 
summer resorts have been built. Table I, following, is an approximate 
estimate of the amount of money invested on the various lakes, under 
control by the Wisconsin Valley Improvement company for private 
homes and summer resorts, also the number of guests that can be ac- 
commodated and number of gasoline launches* 



Twin Lakes. Tlew from Downatream. 
Puts II. — Lake Vieux Desert and Twih : 



r from CpstTMm. 



Tlnr from DovnBtrtam. 
Plate III. — Long L^kg os Deebhkix Rivei 



1 Eagle River. View (ro 



HiDOCUUS Lake. View Ironi DowDStream, 

Plate IV. — Misocqva Lake asd Long Lake oy Eaglf, Riveb. 



Plate V.^Lcitle Deerskin Lake 



Miuoequa Late. \\e« tTom I>oniut»Bio. 
Plate IV. — Minocqua Lmke and Long IiAEE o>' Earlf, Riveb. 



view from CpBtraam. 



View Iiom Down; I renin. 

Pi^TK V. — Little Deerskix Lake. 



i IX.— NuBTii PKr 




view from DpBli 



Vir«- from Donnstrcam. 
Pl.ATK X SOLTH PcLli'AN LAKE. 



'jrs from ITpatTc*m, 



Tlew iTom DowDslream, 

PLATK V. LlTTT-B DEF.HSKIN LAKE. 






f\ 



Storage Reservoirs and Their Relation to Stream Flow. 9 



TABLE I. 



Nam« of lake. 



Vleox DeMrt 

Twin LiAw 

Lonff <m Deonkin. 
Long on Baffto.... 

Minoeqoa , 

Bogmt Camp 

Bfff St. Oermain . 
LltttoSt Gennaln 

Baekatahpon 

SQQlzrd 

N. FieUean 

8. Fti!ean 



No. of 

private 

homea. 



Z 
2 



40 
40 



Totals 



1 

2 

86 



126 



No. of 

reaorta 

and clnba. 



, 2 
2 
2 
7 
8 
1 
8 
8 
1 
1 
1 
2 



88 



Gueats 

aecom- 

modated 

inreiortfl 

and dabfl. 



40 
180 

00 

125 

270 

15 

86 

80 

16 

86 

45 

110 



900 



No. of 

gasoline 

laonehes. 



2 

16 

7 

ao 

160 



2 

1 
80 



280 



Inveat- 

mentin 

buildinsi. 



HINDOO 

18,600 

16,000 

42,000 

125,000 

2,600 

14.000 

6,000 

2,000 

0,000 

14,000 

85,000 



1205,000 



The total nmnber of private homes, clubs and resorts is seen to be 
about 160, the nmnber of guests which can be accommodated about 1,000 
and the money invested in buildings about $300,000. In July, 1910, 
the resorts were about one-fourth filled, the absence of guests in most 
cases being considered to be due to the scare from fire. In one case 
only, namely Big St. Germain lake, was the cause ascribed to low water 
conditions. 

Operation of Reservoirs. 

Section 2 of Chapter 335 of the Laws of Wisconsin of 1907 provides 
that it shall be the duty of the Wisconsin Valley Improvement company 
to manage, operate and maintain all of its reservoirs so as to produce as 
nearly a uniform flow of water as possible in the Wisconsin and Toma- 
hawk rivers through all seasons by holding back and storing up in said 
reservoirs the surplus water in times of great supply and discharging 
the same in times of drought and a scarcity of water ; also that during 
the times when it may be found to be impracticable to maintain at the 
same time such uniform flow in the river, both below the north line of 
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Ldncoln county and above the same, the portions of said streams above 
said line shall be given preference. 

The operation throughout the year is about as follows: In the spring 
of the year as soon as the natural flow of the river below the reservoirs 
is sufficient to supply the need of the power plants nearest the head- 
waters, the gates at the outlets of the lakes are closed and water col- 
lected. When the summer drought begins the gates are slightly opened 
and the stored water used to increase the flow in the river. During 
the fall of the year the natural flow of the river again increases as a 
result of the fall rains, and the gates are closed and the reservoirs par- 
tially refilled. This stored water, and any remaining from the summer 
period, is then gradually used during the late fall months and winter, 
the longer period of drought when the precipitation is slight and being 
stored in the form of snow. 

In order to obtain the use of some of the lakes for storage purposes 
where summer homes and summer resorts have been built, it has been 
necessary to limit the range of fluctuation of lake level during certain 
months of the summer season. The high and low water limits of lake 
level and the months constitutinfir the summer season have in some 
cases been stipulated by legislative act, as in the case of Long Lake on 
Eagle; and in other cases as North Pelican and South Pelican, they 
have been fixed by private contracts (See Appendix B and Appendix 
C). In the case of Minocqua lake they have been fixed by court 
rulings. When there are no special limitations to the high and low 
water lake levels during the summer* the term summer season is con- 
sidered as beginning with the spring rains and ending with the begin- 
ning of the fall rains. The balance of the year is termed the winter 
season. Table II gives the high and low water limits, for the winter 
and summer seasons, for the various lakes and also the months consti- 
tuting the summer season, when specified. On some of the lakes 
changes are proposed in the matter of high and low water limits and 
Summer season and these will be considered later. 

Plates XII-XIX show the results of regulation of the various lakes^ 
the high and low water limits, present and proposed, and also the rain- 
fall conditions. A man is stationed at each of the principal dams and 
his duty consists of caring for and operating the gates of the dam and 
taking daily readings of the lake level, precipitation and t^nperature. 
The curves termed ''rainfall deficiency" are the summations of the 
actual monthly variations in rainfall from the fourteen year monthly 
averages, starting with January first of each year. Referring to Long 
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Lake on Eq,gle, Plate XY, it may be seen that the legal requirements 
as to lake level during the summer season of 1910 were practically ful- 
filled. Referring to Minocqua lake, Plate XYI, it may be seen that 
the water during the summer season of 1910 was about 1^0^' too low. In 
this case the anticipated spring storage did not materialize and despite 
the f!)ct that the gates were kept closed from April first, the lake level 
could not be raised to the desired point. North Pelican lake, Plate 
XIX, was practically kept up to the requirements. South Pelican lake 
was about 6^^ to S'" too low and could not be raised to the desired level. 
In this case the lake level went down about eight inches during 'June, 
July and August with the gates closed. 

Excepting on these four lakes there are as yet no restrictions to the 
low water limits of lake levels during the summer season. Franchise 
rights allow that these lakes with their outlets gradually be allowed to 
assume a condition of nature in the summer season with gates wide 
open. The duration of the drought occurring in the late fall and 
winter is greater than that of the summer so that in general it may be 
stated that a certain percentage of the total water stored during the 
spring months can advantageously be held over from the drought of 
the summer season and used during the drought of the winter season. 
As to whether this water could be carried over without material loss 
would depend on local conditions. The most favorable conditions would 
be as follows: 

First, ample allowable range in fiuctuation of lake level to hold the 
lake up to the desired level during the summer season and in addition 
to receive the run-off from fall rains on the tributary drainage area. 

Second, reservoir area practically the same at all lake levels, so there 
would be little or no additional loss from evaporation due to maintain- 
ing a higher summer and fall lake level. 

If these natural features are lacking and it is still desirable to hold 
up the level during the summer season for the summer resort interests, 
probably the best solution would be to limit the length of the summer 
season making it end about September 1st or September 15th. This 
would give an opportunity for drawing the water down quickly between 
September 1st and the beginning of the fall rains, which usually come 
during September, October or November (See operation of North Peli- 
can lake, September, 1909, Plate XIX). 

Experience with reservoirs in sand soils has shown that the real 
storage is somewhat (perhaps 15 to 25 per cent) greater than the ap- 
parent amount as measured in the lakes, on account of storage in the 



Storage Reservoirs and Their Relation to Stream Plow. 13 

soil by raising the ground water level. Should the method of drawing 
the water down rapidly in the fall be used, a portion of this ground 
storage water would not be available' as the slope of the ground water 
level would change slowly. Data are lacking on which to base an 
estimate of the amount unavailable from this cause, but it would prob- 
ably not exceed about ten per cent of the water held by ground storage. 

The effect of regulation by gates in holding spring floods until a 
later period of the summer, is to shorten the summer period of low lake 
level and keep higher, at least to some extent, the low water that would 
occur under natural conditions. 

The question of regulating and keeping up the lake levels during the 
summer season* on lakes where the summer resort interests were suf- 
fering, has been carefully investigated during the recent summer season 
of 1910. 

considbration op complaints and adjustment of high and low 

Water Limits. 

The average annual rainfall for the fifteen years, 1896-1910, has been 
about 30 inches. For the year 1910 the total rainfall has amounted to 
about 19 inches, the lowest during this period of fifteen years. The 
year of next lowest rainfall during the fifteen year period was 1907 
with a total of 23.16^'. The year of maximum rainfall during the fifteen 
year period was 1900 with a total of 4I.0'^ As a result of the small 
rainfall during 1910, the levels of the lakes, where they had been 
allowed to gradually assume a condition of nature, have been lowered 
considerably below normal, low water and in some cases have caused 
complaint from summer resort interests. This condition of low lake 
levels would probably not recur more often than once in twenty yeara, 
but in order to avoid such contingency in the future, new low and high 
water limits in certain cases have practically been agreed upon by the 
parties directiy interested. The low water limits are approximately 
the normal low water levels. It was found possible in the cases where 
the low water limits were raised, to raise also the high water limits 
slightly, so that the allowable range of fiuctuation of lake level remained 
the same. In other cases the thoroughfares between the lakes were the 
cause of complaints and harmony has been brought about by raising the 
low water limits slightly and arranging for the dredging of the thor- 
oughfares, the cost of dredging to be divided equally between the 
interested parties, the Wisconsin Valley Improvement company and 
the summer resort interests. 
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Each of the lakes was visited and where complaints had been made, 
conferences were held with all of the owners of the summer resorts and 
private homes. In most cases two conferences were held, the first with 
the representative of the Wisconsin Valley Improvement company ab- 
sent, and the next about a month later, with the representative of the 
Wisconsin Valley Improvement company present, so as to talk over pro- 
posed co-operation between the company and the summer resort inter- 
ests. 

Referring to the high water limits, Table II, it should be noted that 
the present and proposed limits do not exceed the high water limits of 
the old logging companies. The franchise and charter rights of these 
old companies allowed si^cient storage to float or drive logs down the 
streams. The best evidence obtainable of the flowage rights on the 
lakes, therefore, would be from the old high water marks. These log- 
ging companies on some lakes (lakes having small drainage areas) 
stored water through two seasons, so that on these lakes the present and 
proposed high water marks are considerably below the old high water 
marks. 

As a general principle each lake should, if possible, have sufficient 
storage capacity or allowable range of fluctuation of water levels, from 
low water of winter season to high water, to hold the flood waters of 
the spring months in an average year. Actual data of these fluctuations 
have been recorded during the past three years and furnish a good 
guide for dry years. For average and wet years the data are as yet 
incomplete. For these years existing high water marks have been used 
as indicating the desirable and probable maximum high water limits. 

Lake Vieux Desert, Plate XII. The conditions for boating and 
landing at piers were satisfactory on this lake and there were no com- 
plaints. High water limits proposed, +3'0" for both summer and 
winter seasons; low water, natural run, for both summer and winter 
seasons. 

Twin Lakes, Plate XIII. Complaint of the Hackley-Phelps-Bonnell 
Lumber company- This company owns and operates a lumber mill at 
Hackley, Wisconsin, and has extensive land and timber holdings on Twin 
lakes, and also on Long and Sand lakes, located about three miles east of 
Twin lakes. They own practically all of the real estate and buildings 
in the town and also own and manage the one hotel and one general 
store. The town has a population of about four or five hundred made 
up almost entirely of employes of the company and their families. 
The town is, therefore, the result of the operations of the company for 
the specific purpose of cutting and disposing of its timber. The com- 
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pany brings logs from its various lumber camps on log trains, and 
rolls the logs from the cars into the water near a log hoist, by means of 
which they are carried into the mill, at an elevation of about thirty 
feet above the water. It is necessary to float the logs to and into this 
log hoist The-complaint of the lumber company is that when the water 
is allowed to go down in the summer and winter seasons^ it becomes 
too low to float logs into the chute. A thorough examination was made 
of the physical conditions on August ith, 1910, in company with a rep- 
resentative of the Lumber company and also of the Wisconsin Valley 
Improvement company. As the logs are being carried up the hoist 
they are sprayed with water, so as to remove all sand. Considerable 
bark is also removed by the handling. The result is that the sand and 
bark accumulate near the base of the hoist and have to be removed 
occasionally, so that the water will be of sufficient depth. This has beai 
done in the past by means of a tug, using its propeller to wash the 
debris into the deeper surrounding water. At the time of the examination 
the reading of the guage at the dam at the outlet of the lake was +1^1'^ 
and the depth of water at the base of the chute was about 2^ feet. 
Systematic soundings were taken cm a line parallel to the shore, about 
200 feet in each direction, and at the same distance as the chute from 
the shore, and showed that the original depth at the chute, must have 
been from eight to ten feet. A pike pole worked down into the sand, at 
the base of the chute showed that bark was mixed with the sand. The 
evidence showed conclusively that originally there was ample depth 
at the base of the chute for floating logs for all possible lake levels, 
and that restricting the low lake levels under present conditions would at 
most only be a temporary aid to the Lumber company. The solution 
of the problem, from the evid^ice, is really one of dredging and has 
no relation to the regulation of lake level. However, in order to 
promote harmony, it is proposed to limit the low water of the winter 
season to about the normal low water, or to gauge reading -j-O^^; 
the low water of the summer season to be +0^8'^ as determined from 
other conditions. 

Complaint of Mr. Hanson, owner and manager of a summer resort 
on little Twin lake about four miles from Hackley. Mr. Hanson has 
about $4,000.00 invested in buildings and can accommodate about thirty 
guests. He has two gasoline launches for transfer of guests and bag- 
gage to and from Hackley. Little Twin lake is separated from Big 
Twin lake only by a sand bar through which there is a short thorough- 
fare about 50 feet in length. The thoroughfare is somewhat difficult to 
keep open, owing to its exposure to northeast winds the fuU length of 
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Big Twin lake. As a result the waves during storms wash sand into 
and partially fill the thoroughfare. The thoroughfare is a natural out- 
let from Big Twin lake, however, and the resulting current tends to keep 
it open, but not to a sufKcient depth in times of low water to allow free 
passage of launches. Mr. Hanson's complaint was that he could not 
pass through the thoroughfare with launches, when the water was 
allowed to go down in the summer season. On August 6th, 1910, in- 
vestigation showed a depth of water in the thoroughfare of about 2 
feet with the gauge reading +1^1'^ at the dam. The low water gauge 
readings, for conditions of natural run, in the summer seasons of 1908 
and 1909 were -0^4'' and O'O" respectively. In the summer season of 
1910 in accordance with a temporary agreement resulting from the 
present investigation, the water was not allowed to go below the gauge 
reading of +0'8". The Wisconsin Valley Improvement company in 
times past has allowed Mr. Hanson at least part payment for services in 
cleaning the thoroughfare and during the season 1910 has allowed pay- 
ment in full for such services. But this was not entirely satisfactory 
to Mr. Hanson. Restricting the low water in the summer time to mod- 
erate amounts as +0^8" will not, however, entirely avoid the necessity 
of cleaning the thoroughfare. In order to provide permanent condi- 
tions it has been thought ^advisable to drive two rows of piles with sheet 
piling one on each side of the thoroughfare and extend the same into 
Big Twin lake to such a depth of water as would protect the thorough- 
fare from the wash of the waves. It is practically agreed between 
the interested parties, that following favorable action by the State 
Board of Forestry, the Wisconsin Valley Improvement company will 
perform this permanent work with the summer resort interests assisting 
by furnishing at least a portion of the ordinary labor. 

High and low water limits prox)03ed : High water, winter and sum- 
mer seasons, ^-^'lO''; low water, summer season, June 1 — Oct. 1, 
+0'8'' ; low water, winter season, +0'4". 

Long Lake on Deerskin River ^ Plate XIV. Complaint of Sand Lake 
Pishing and Shooting club. Sand lake lies directly east of Long lake 
being connected thereto by a thoroughfare about one mile in length. The 
outlet of Sand lake is through this thoroughfare as shown by Plate I. 
The Fishing and Shooting club have an investment in buildings of 
about $10,000.00, with accommodations for about forty guests. They 
own considerable land on the east shore of Sand lake, with a continuous 
shore line of about two miles. The membership of the club is composed 
of residents of Illinois and Wisconsin, the majority being from 
Illinois. The club has owned this property for about twenty years. 
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The nearest railroad station is Hackley, about seven miles distant, and 
traDfiq[>ortation of guests and members to and fro must be by water 
through the two lakes and thoroughfare. Wagon roads have been 
construeted from Hackley only as far as the west shore of Long lake. 
The beach where the club is located is sandy and the water of the lake- 
shallow for several hundred feet from shore. The complaint of the 
club is that they cannot pass through the thoroughfare or get up to 
their landing pier with launches when the water is allowed to go down 
to a condition of natural flow in the summer season. Referring to the 
thoroughfare, the evidence from information from residents and 
guides, and from a study of the gauge readings for the past tiiree 
years when compared with the diepth in the thoroughfare, shows 
that for normal years the thorougfare in the past has been navi- 
gable by lauliches of two feet draft during the early months of the 
spring; then as the water was gradually allowed to go down to a ccmdi- 
tioiL' of natural flow only rowboats could pass through. On August 
Gth, 1910, with the guage at the dam reading +0^7^, the minimum 
deptioi of water in the thoroughfare at each of three places was about 
eigtib. inches or about enough to float an ordinary rowboat containing 
two people. The average depth for the entire one mile of thorough- 
fare was about three feet. The average width was about twenty feet. 
The length of time required to row through the thoroughfare was about 
45 minutes, the speed being slow on account of sharp bends. The 
distance in the thoroughfare where the depth would interfere with 
the passage of a launch of two feet draft, would not exceed about 150 
feet. The soil at these places is sand mixed with stones and boulders. 
Some attempt at cleaning the thoroughfare had been made by the mem- 
bers of the club and by Mr. Hazen, who owns a resort on the west 
shore of Long lake. About four or five days' labor of one man would 
probably cover what had been done to data After making a thorough 
investigation of the matter, the best solution and the one that would 
aflbrd the most permanent relief seemed to be a combination of dredg- 
ing the thoroughfare, and keeping up the low water level, during 
certain months of the sommer. The matt^ was discusssed in confer- 
aiees with tiie interested parties, Mr. H. P. Oalpin, representing the 
' Shooting' and Fishing club, Mr. C. E. Haaen, owner of the resort on 
the wevt shore of Long lake, Mr. G. A. Phelps, representing the Hackley- 
Phelp»-Bonnell company, who owned about 75% of all the land bord- 
ering Long and Sand lakes, Mr. A. A. Babcock, manager of the Wis- 
consin Valley Lnprovement company, and the writer. A willingness 
to eooperate was shown by all parties, and it was found Uiat the f ol- 
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lowing limits for water levels and arrangements as to dredging would 
be satisfactory to all: high water limit, winter and summer seasons, 
+4'0''; low water limit, summer season June 1 — Oct. 1, +l'(y'; low 
water, winter season, natural run, about H-O'S" ; an agreement between 
the interested parties, the Wisconsin Valley Improvement company and 
the summer resort interests, for equal co-operation in dredging and 
maintaining a thoroughfare between Long and Sand lakes during the 
summer season, June 1 — Oct. 1, so as to have at all points a depth of at 
least 2'0". This verbal agreement was to be subject to the approval 
of the Wisconsin State Board of Forestry and the Wisconsin Valley 
Improvement company. 

Complaint of Sand Lake Shooting and Fishing club in regard to 
landing pier. The lake at the club house is very shallow with sand 
bottom so that to secure a landing place for launches it is necessary 
to extend their pier some distance into the lake. The pier used at 
present is about 100 feet long. In August, 1910, only row boats could 
land. In the early part of the summer, the club felt that the State 
should keep up the level of the lake during the summer so that launches 
could land at their pier. Later in the summer they concluded to extend 
their pier to a considerable depth of water and build a permanent boat 
house at the end, so this complaint was dropped. 

Complaint of Mr. C. E. Hazen. Mr. Hazen owns a resort on the west 
shore of Long lake. He has about $6,000.00 invested in buildings and 
can accommodate about twenty-five guests. Mr. Hazen 's only complaint 
was as to the thoroughfare between Long and Sand lakes, which has 
already been considered. 

Long Lake on Eagle River y Plate XV. The water on this lake has 
been kept within legal limits during the summer seasons, 1907-1910, 
and there has been no complaint as to the water levels. 

Complaint of Mr. J. B. Berry, member of the Three Lakes Rod and 
Gun club in regard to the marine railway. Section 1 of Chapter 335, 
Laws of 1907, provides that *'The Wisconsin Valley Improvement com- 
pany shall prior to June 1st, 1909, by such dam or dams and by locks, 
marine slides or other safe and convenient means, make and thereafter 
maintain the Eagle river between said Long and Cranberry lakes navi- 
gable for the safe and convenient passage of boats of all kinds and sizes 
up to and including boats 50 feet in length and 12 feet beam and 
drawing 5 feet of water. Said Wisconsin Valley Improvement company 
shall have the right to charge and collect reasonable and uniform tolls 
for the passage of boats through and over said works proportioned 
to the size of the boat, not, however, exceeding in the aggregate the 
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actual cost of the care, maintenance and operation of said locks, 
marine slides or other means of passage. 

Mr. Berry complained in August, 1910, because of the delay in com- 
pleting this work, and feared the company was not acting in good 
faith. In August, 1910, at the time of the investigation, about 90%of 
the dredging in Eagle river below the dam had been completed and 
the marine railway was ready for operation except for the placing of 
the cable for the car. The hydraulic dredge was working at the time 
and having considerable trouble and interruption owing to interference 
from limbs of trees covered by sand in the bed of the stream. The work 
was continued during the summer and fall, and I am informed has 
now been completed and the railway will be ready for operation in 
the spring of 1911. The question of tolls to be charged has not as yet 
been adjusted. 

Minocqud Lake, Plate XVI. The water on this lake in August, 1910, 
was about W below the low water limit of the summer season. The 
gates had been kept closed since April 20th, so that the entire run-oflf of 
the spring months had been collected. All thoroughfares were navigable 
and landing piers accessible, and though higher water would have been 
preferred, the summer resort interests realized that the cause was due to 
a lack of rainfall and did not complain. 

Big St. Oermmn Lake, Plate XVII. Complaints of Mr. Chaberson 
and Mr. McGregor. Both Mr. Chaberson and Mr- McGregor complained 
of the low water conditions in the summer months of 1910. Mr. Chaber- 
son owns a resort on the east shore of the lake, has about $8,000.00 in- 
vested in buildings, and can accommodate about fifty guests. He owns 
about one-half mile of shore line, has about ten row boats but no 
launches. The lake at Mr. Chaberson 's resort is quite shallow with sand 
bottom. The landing pier is about fifty feet long and at the time of 
the investigation, in July, 1910. the depth of the water at the end was 
about 8". The reading of the guage at the dam at this time was +0'2". 
During July, 1909, one year previous* the gauge reading was +1'0" 
During October, 1909, it was +0'9". Then after the rains of November 
the gauge reading was 4-3'5", or 1" below high water mark. The 
drainage area of this lake is about 64 square miles and reservoir area 
about 2% square miles. The observed data concerning lake levels 
extends over only two dry years, but it is evident from these that the 
storage capacity is insufficient for the spring months and barely suffi- 
cient for the fall months. Considerable flooding would result from 
raising the high water limit above 3'6". 

Mr. McGregor has about $3,000.00 invested in buildings and can ac- 
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commodate about twenty guests. He owns about one^half mile of shore 
line and has one launch. Conditions for landing of boats at Mr. 
McGregor's are more favorable than at Mr. Chaberson's. 

Mr. J. Hunter owns a resort on this lake, has about $1,000.00 invested 
in buildings and can accommodate about fifteen guests. He owns about 
one-quarter mile of shore line. Conditions for landing of boats were 
favorable and no complaint was made. 

Mr. Valley owns a private home on this lake, and has about $2,000.00 
invested in buildings. Conditions are favorable for landing of boats. 
He preferred higher water during the summer season but made no 
special complaint. 

Mr. F. Backus owns a private home on Lake Coiitent which immedi- 
ately adjoins Big St. Oermain. He has about $20^000.00 invested in 
buildings. Lake Content has an area of about one-quarter square mile 
and the entire shore line is owned by Mr. Backus. Bow boats pass from 
Big St. Germain into Lake Content but launches cannot enter. The 
water level of Lake Content in the summer season is kept up by a dam 
constructed by Mr. Backus. Mr. Backus owns considerable of the 
shore line on Big St. Germain and no complaint was made as to water 
conditions on that lake. 

In order to prevent a recurrence of abnormally low water conditions 
on Big St. Germain, such as occurred during the sunmier of 1910, and 
until further data can be collected, it is advised that the following lake 
level limits be adopted. High water, summer and winter seasons, +3^6^^; 
low water, summer season, June 1 — Oct. 1, +0'6"; low water, winter 
season, natural run. 

Squirrel Lake, Plate XVII. Complaints of Mr. Henry Hanson and 
Mr. C. S. Havener. Mr. Hanson owns a summer resort on the east 
shore of Squirrel lake, has about $6,000.00 invested in buildings and can 
accommodate about 35 guests. He owns about one-quarter mile of shore 
line and has one launch. Mr. Havener owns a summer home on the 
west shore of the lake, has about $3,000.00 invested in buildings and 
has one launch. Both Mr. Hanson and Mr. Havener complained of low 
water conditions during the summer of 1910. Favorable conditions for 
landing of launches exist at both places. On July 18, 1910, the reading 
of the gauge at the dam, with the gate closed, was +1'7" ; in July and 
August, 1909. the reading averaged about +3'0"; in September an' 
October, 1909, just before the fall rains, the reading was about +1'1(K'. 
The highest water during the two years' record has been +3'10" in the 
spring of 1909. Well defined high water marks of the old logging com- 
panies exist for a reading of about -f 4'8". The storage capacity is 
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insufficient for the spring rains and probably barely sufficient for the 
fall rains. The following limits for lake levels are proposed: high 
water, summer and winter s^easons, +^'V ; low water, summer season, 
June 1 — Oct. 1, +1'10" with the gate closed; low water, winter season, 
natural run. 

On July 18, 1910, a white paint mark was made on a large boulder 
located on the southwest shore of Bolger island, S^CK' above the water 
level of that date. The proposed high water mark is 0'7" below said 
mark, and the proposed low water mark for the sunmier season is 2^9^^ 
below said mark. 

North Pelican Lake, Plate XIX and Appendix B. The water levels 
on this lake have been kept practically within the limits called for by 
private contract and no complaints were made. The lake has a drainage 
area of about 89 square miles and a reservoir area of about 2^ square 
miles. The observed data concerning lake levels extends over only 
about one and one-half years. The available storage capacity is insuffi- 
cient for the spring months and barely sufficient for the fall months. 
The summer season ends September 15th and usually gives an oppor- 
tunity to draw the lake down before the fall rains. It is advised that 
the limits of lake levels be left the same as agreed by private contract. 

South Pelican Lake, Plate XIX and Appendix C. The water on this 
lake on July 20, 1910, was 8", below the level called for by private con- 
tract. The gates had been closed since April 20th, so that the entire 
run-off of the spring months had been collected. All landing piers were 
accessible and conditions for navigation still favorable. It is advised 
that the limits for lake levels be left the same as agreed by private con- 
tract. 
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KELATION OF STORAGE RESERVOIRS 

TO STREAM FLOW. 



Character of Soil and Topography. 

In order to intelligently study the question of storage reservoirs al- 
ready in use or proposed and of the benefits resulting from increased 
uniformity of stream flow, it has been necessary to investigate the sub- 
ject of stream flow of the upper Wisconsin river in considerable detail. 
Beferring to the river as a whole it would be well to state that the 
total fall developed and utilized by water power plants at the present 
time amounts to about 300^, while a future development of about an 
equal amount can be counted on with reasonable certainty. 

The portion of the watershed of the Wisconsin river considered is 
at and above Merrill and located in Vilas, Oneida and Lincoln counties. 
The soil of these counties consists of glacial drift of porous sandy 
material, varying from pure sand in some places to sand mixed with a 
slight amount of clay in others. The counties of Vilas and Oneida lie 
entirely within the Late Wisconsin Drift formation, the most recent 
and probably most extensive of the glacial deposits in North America. 
One of the smaller lobes from the great ice sheet was forced down the 
valley of the Wisconsin and extended into Lincoln county. The term- 
inal moraine, from three to ten miles wide ^ crosses the Wisconsin river 
about six miles above Merrill. From this point one arm extends 
northwesterly and the other northeasterly, the latter lying just north 
of and parallel to the Prairie river. The glacial formation lying just 
south of the Late Wisconsin has recently been termed by geologists the 
Third Drift formation of the Early Wisconsin. The soil of this formation 
is quite similar to that of the Late Wisconsin, except that it has slightly 
more clay and gravel. The Prairie river emptying into the Wisconsin 
river just above Merrill lies almost entirely in this formation. Excepting 
for this one river with a watershed of about 120 square miles, the entire 



1 See Bulletin No. XVT of the WlsconBln Geological and Natural History Survey; "Geology 
ol North Central Wisconsin." by Samuel Weldman. 
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watershed of the Wisconsin river considered lies in the Late Wisconsin 
Drift formation. The land is more or less rolling but the slopes are 
gradual with the variations in elevation not exceeding about 100 feet 
The most characteristic feature of the topography, especially of Vilas 
and Oneida counties, is the sand hills with rounded tops, interspersed 
with circular or elongated valleys, and occupied by lakes with or with- 
out outlets. The lakes evid«itly feed the rivers by underground flow 
and thus form storage reservoirs. In cases where the lake surface 
occupies a large part of the tributary drainage area, their usefulness as 
storage reservoirs is doubtful as evaporation from the lake surface 
would cause a large draft on the surrounding ground storage. This 
question is treated later in connection with the yield of watersheds with 
various percentages of water surface. 

Excepting about three or four per cent of the land, which has been 
cleared, the land consists almost entirely of cut-over land with second 
growth timber, about one-half of the land having been burned over in 
the last two or three years. 

Rainfall and Run-Opp Data. 

The character of the soil and topography, together with absence of 
any erosion indicates that surface flow from rains will not occur except 
during periods of the early spring when the ground is frozen. Fortu- 
nately the distribution of rainfall throughout the year is such that the 
heavy rains occur during the summer and fall months, so that the in- 
jurious results of surface flow are greatly reduced. The average 
monthly precipitation in inches on the watershed of the Wisconsin river 
above Merrill, for the fourteen years, 1896-1909, has been as follows : 



tfanuary 
Pebinary 
March ... 
April .... 

May 

June 




July 

August .. 
September 
October . 
November 
December 

Total 



8.91 
8.42 
4.20 
2.M 
1.8» 
1.01 



80.48 



In investigations of rainfall and run-off it is convenient and cus- 
tomary to use what is termed the water year, beginning with December 
and ending with the following November, and to divide this into 
periods as follows: 

The ''Storage" period includes the months from December to May 
inclusive. During the first half of this period, December, January and 
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iFebruary, the preeipitation is usually stored in the form of snow. 
Durinig this time stream flow is almost eivtirely maintained from ground 
water storage. In the second half, March, April and May, the water 
from the melting of the snow and spring rains, in part runs off by sur- 
face flow and in part enters the soil, and is temporarily stored by a gen- 
eral raising of the ground water level. During this time the evaporation 
is slight, demands of plant life are at a minimum, and stream flow in- 
creases very rapidly. 

The ''Growing*' period includes the months of June, July and 
August, and is the period when vegetation is most active. Evaporation 
from soil and water and absorption by plant life are at a maximum. 
Ordmary rains during this period when not of soCfiSeient magnitude or 
duration to wet the soil to the ground water level are eitiier lost by 
evaporatiojQ or absorbed by plant life. Heavy rains, however, as shown, 
frequently ooeur and add to the amount of ground water trtorage. 

The ''Beplenishjng" period includes the months of September, Octo- 
ber and November. During this period the demands of vegetation have 
diminished and evaporation much decreased, so that with moderate 
rains a portion of the water ent^ns the soil and raises the ground water 
level. The amount and distribution of the rains during this period 
are the main elements which determine the magnitude of stream flow 
during the drought of December, January and February. 

Table III following, gives the monthly precipitation in inches on 
the watershed of the Wisconsin river above Merrill, for the years 
1896-1910. The data are from daily observations at about ten sta- 
tions distributed over the watershed and were compiled by Mr. A. A. 
Babcock from the records of the II. S. Weather Bureau and Wisconsin 
Valley Improvement company. From 1896^1907 inclusive the sta 
tions were Antigo, Crandon, North Crandon, Heafford Junction, Mer- 
rill, Koepenick, Tomahawk, and Minocqua; from 1908-1910 the sta- 
tions were Antigo, Crandon, Merrill, Koepenick, Minocqua, Vieux 
Desert, Long Lake, Deerskin Dam, Twin Lakes, Big. St. Germain, 
Sugar Camp Dam, Prentice and Rhinelander. 
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TABLE HE 
AVERAGE RyaJNFALL IN INCHES 

ON THE. 

WATERSHED OF THE UPPER WISCONSIN RIVER 

M CR RILL AN O ABOVE . 



Mtor 


iJai;. 


fob. 


March 


April 


May 


JUflft 


July 


Aucj 


Sept. 


Oct. 


Nov. 


Dec 


Ibtoit 


\e9Qf 


0.93 


04.I 


I.03 


ao6 


4.72 


1.83 


3.04 


4.13 


2.17 


268 


411 


1.20 


2963 


ie&7 


1 40 


1.96 


2.21 


i.ii 


2.07 


4.92 


3.16 


1 70 


2.90 


2.96 


1.31 


0.56 


26.30 


)8te 


065 


I.O0 


I.60 


I.70 


2.49 


4.01 


2.67 


1.33 


2.47 


2.62 


1.94 


0.29 


23.77 


ia99 


0.69 


0.66 


2.36 


3.63 


696 


6.79 


€.20 


6.26 


6120- 


4.76 


0.4? 


179 


90167 


\ooo 


0.61 


I.30 


1.44 


2.63 


1.42 


266 


&40 


4.96 


623 


7.68 


1.06 


Q60 


41.00 


I90t 


aao 


Ol77 


a90 


0.65 


1.77 


4.26 


6i79 


3.47 


4v69 


2.26 


1.46 


061 


3196 


I902 


Ode 


067 


0.67 


2.48 


2.74 


4.30 


2 14 


1.61 


1.69 


2.13 


4.24 


1.13 


26.16 


I903 


OAS 


OJ>^ 


2.46 


2.27 


6.49 


1.66 


6.47 


6.69 


7.66 


2.36 


0.66 


0.69 


36.13 


1904 


OAO 


1.94 


1.62 


2.06 


6.66 


6.76 


664 


4.96 


7.06 


6i4S 


a29 


^••♦•^ 


4O20 


I905 


1.-21 


0.68 


1.38 


1.16 


3.66 


7.32 


2.46 


6.66 


^86 


e.o2 


1.76 


1.06 


6263 


I906 


1.65 


0.64 


2.00 


149 


4 76 


6l07 


e99 


4.91 


2.47 


2.4& 


2.60 


1. 10 


31.63 


1907 


124 


0.64 


1.46 


2.26 


1.23 


2.61 


261 


t.6V 


666 


a73 


062 


062 


2616 


I908 


0^5 


1.79 


186 


3^04 


3.00 


3.66 


^^r«~^'^^ 


1.26 


666 


094 


1.47 


4.09 


8669 


1909 


0.59 


1.26 


1.29 


2.96 


2.11 


3.36 


6.26 


2.41 


2.46 


1.71 


4.46 


0.96 


2^74 


19IO 


07© 

ae9 


Q97 


a29 


2.46 
2.16 


2.42 
3.26 


096 


2.19 


S.06 

3.42 


2.40 
4.20 


2.12 


t.l2 


ceB^ 


18.94 


1.00 


1.62 


9i96 


3.91 


2.94 


1.69 


1.01 


3043 


p; 


0.88 


I.OO 


1.72 


2.17 


3.19 


3.71 


3.79 


3.40 


4.06 


2.66 


1.64 


1.00 


2966 



DISTRIBUTION OF RAINFALL IN VARIOUS PERIODS 
FROM 1 5 YEAR AVERAGES, I830-19IO. 



Months 


Period 


Rainfallininch^ 


l%ixen1a()6dF total 


D*a-Join.-Feb. 
Mar-Apr-Moiy 

June-July- A uq. 
S^pt-Ocf-Nov.-' 


RrsthalfStoracje. 
Second half •• 

Total 
Growing 
Replenbninq 
Total 


2.66 

7.06 

9.96» 
10.90 

8.eo 


9.7 

«9.9 

99. 

100.0 



/Vofe :- Rainfall dofa from ihe records c^ -tha Wis Valley Imp. Co. 
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TABLC IV 
AVERAGE RAINFALL IN INCHES 

ON THE 

WATERSHED OF THE UPPER WISCONSIN RIVER 

BETWEEN HAT RAPIDS AND MERRILL 



Year 


Jan 


Feh. 


hloirc* 


April 


May 


June 


July 


Au<5| 


5ep1. 


Oct. 


Nov. 


D6C. 


Tbtol 


feo3 
























122 




1906 


25G 


• 


217 


1/1.7 


4.34 


A62 


2.74 


3.64 


2 76 


297 


2A2 


1.43 


3469 


1907 


i,4.e 


0t65 


174 


2.21 


176 


2 76 


2.66 


263 


6 08 


067 


0<i9 


0.42 


2386 


4905 


0.G7 


1.53 


169 


2 93 


3.44 


3.96 


4.73 


1.33 


3.36 


1 lO 


2.00 


MO 


28.22 


1909 


O.G^ 


1.26 


L26 


3.04 


2.21 


2.47 


a96 


2 42 


2.79 


L33 


4.69 


1 14 


2724 


leio 


72 


0.62 


030 


2.66 


2.26 


0.66 


1 97 


5.23 


2.33 


2 16 


1.39 


0.66 


I9.30 


Amumb 


i.eo 


0.«4 


I.4C 


2.SO 


2.31 


3.06 


3.21 


3 II 


3.31 


1.69 


2.24 


095 


2a7l 



Note;- Above v«lu66 art^avtraqe^ of obse^rvoitions toiKen 
cit Cr^nclon,KoepenioK,MerrilliMinocquoi, Prentice oind 
Rhinelanoler. 
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The complete rainfall data for the year 1910 were not available for 
this investigation, so averages for both fourteen years, 1896-1909, and 
fifteen years, 1896-1910, are given. The most noticeable features in 
the data are the high average rainfall and also extreme range in the 
rainfall during the summer months. The maximum jnonthly rainfall for 
the fifteen year period was 8.40'' in July, 1900. The minimum monthly 
rainfall was 0.38" in June, 1910. The table also shows the distribution 
of the average rainfall to be about 3" or 10% of the total in December^ 
January and February; about 7" or 24% in March, April and May; 
about 11" or 37% in June, July, and August, and about 9" or 30% in 
September, October and November. 

In order to investigate the relation of rainfall to run-off under nat- 
ural conditions free from the effects of storage reservoirs at present 
under operation, it has been necessary to consider a portion of the 
watershed and river between. Hat Rapids and Merrill. On thifi water- 
shed of about 1,530 square miles, which also includes all of the water- 
sheds of the Tomahawk river, there are about 100 square miles, or 4% 
of the watershed under control by reservoirs at Minocqua and Squirrel 
lakes. 

Above Hat Rapids with a watershed of about 1,070 square miles, there 
are about 480 square miles or 45%, under reservoir control. Above 
Merrill with a watershed of 2,600 square miles there are about 580 
square miles, or 22%, under reservoir control. 

Table IV, following, gives the monthly precipitation in inches on the 
watershed between Hat Rapids and Merrill, from daily observations at 
six stations, for the years 1906-1910. 

The U. S. Geological Survey has taken daily gauge readings of the 
river, showing the elevation of the water surface, at Merrill since 1903, 
at Hat Rapids since 1906, and at Necedah since 1903. Having what is 
termed a rating curve, or graphical relation between discharge and 
gauge reading, at the given place, the daily gauge readings give the rate 
of flow in cubic feet per second for the given days. In order to de- 
termine the average monthly flow it is most convenient to plat the daily 
rates of flow for periods of one year, and form curves termed hydro- 
graphs of the river- On plates XXV-XXIX, hydrographs of the river 
are shown for Hat Rapids, Merrill and Necedah for the years 1906-1910. 
The average monthly rates of flow are indicated both by figures and 
scale as applied to the hatched portions of the diagrams. 

Some uncertainty exists as to the flow in the river under ice condi- 
tions. Until further data are available it has been considered advisable 
to reduce the flows of December, January and February by 30% and of 
March by 15% of the flow as determined for open channel conditions. 
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TABLE V. 
RUNOFF dATA 

roR THE 

UPPER WISCONSIN RIVER WATERSHED 







1 


i90^ - leio 






i^^nth 


Run^jff af 
Merrill 


Runoff at 
Hat Rapids 


Runoff from 
water6hed betweti 


CU.ft. 


inohe^or cu. ft. 1 


inches on 


CU. ft. 


inches on 1 




per set/. 


watershed 


per 9ec. 


\A/afcnha 


per eeo. 


^otershfd 








1900 








Joinuary 


2480 


I.IO 


eoo 


0.66 


leeo 


1.27 


February 


2aoo 


036 


700 


/ o.oe 


I500 


(.02 


March 


2 920 


1.29 


920 


099 


2000 


1.61 


April 
May 


e^eo 


4.07 


2000 


2.06 


7460 


5A6 


ae2o 


2.89 


I740 


1.66 


4760 


3.60 


June 


5320 


2.26 


\noo 


1.86 


3560 


2. CO 


July 


d7(90 


I.G7 


I040 


1.12 


2720 


2 06 


Atf€fU«t 


3 GOO 


I.^O 


I160 


1.27 


2420 


l«2 


3ept^mbei^ 


34&0 


1.49 


960 


1.02 


2500 


1.62 


October 


3260 


I.4G 


I140 


1.23 


2140 


I.G1 


Nov«mb^ 


3 COO 


1.29 


eeo 


0.92 


21 20 


1.55 


Oectmhi/r 


206O 


O.02 


060 


0.73 


I40O 


I.05 








ieo7 








Jcxnuary 


I^GO 


0.76 


720 


0.76 


I040 


0.78 


Ft^bruary 


lOSO 


0.07 


900 


0.66 


760 


0.56 


March 


2G40 


1.17 


IO40 


1 le 


1600 


121 


April 


&400 


2.74 


2160 


2.25 


4240 


3.09 


May 


7O90 


3.14 


2320 


2.60 


47 TO 


d.60 


June 


3«eo 


1.41 


1440 


I.60 


1640 


1.34 


July 


2920 


1.50 


1660 


1.49 


I540 . 


1.16 


Auqu^t 


leoo 


0.6O 


600 


0.91 


960 


0.72 


^ept#mber 


^I90 


2.20 


I060 


I.IO 


4070 


2 97 


October 


2200 


0.96 


720 


0.76 


t460 


1 12 


YiovembBi 


lOdO 


0.72 


<^60 


o.e9 


102O 


075 


Decembtr 


1 i«o 


o.e2 


4«0 


0.50 


700 


0.68 








i9oe 








January 


IIGO 


0.32 


600 


0.65 


560 


0.42 


Febaiary 


IdC^O 


066 


660 


0.69 


660 


0.46 


March 


ie4o 


0.79 


600 


0.66 


640 


0.68 


April 


64s90 


2.7© 


I700 


1.77 


47 60 


3.47 


May 


d7do 


2. 94 


I6<»0 


1.79 


4070 


d.07 


June 


/1400 


1.69 


I440 


150 


2960 


2.t^ 


July 


3200 


1.42 


I060 


1.14 


2140 


1.62 


AU0|U6t 


1320 


o.e? 


90O 


0.97 


620 


0.47 


September 


ii?oo 


0.52 


eoo 


063 


400 


0.29 


October 


leoo 


0.60 


620 


0.67 


I260 


0.97 


NoN^mber 


1240 


0.63 


540 


0.56 


700 


0.5I 


Decembcf 


i2eo 


067 


300 


0.54 


7dO 


0.69 



Note:- Rate of flow in cu.ft per 9ec.per9€).nij.3fnche9 depth per rmios 
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TABLE V CONT. 
RUNOFF DATA 

rOR THE 

UPPER WISCONSIN RIVER WATERSHED 





Rurvoff 


at 
 t 


Runoff 

It X ^^ 


at 
1 


Runoff from 1 
^aier^Yicd between 


Nfonth 


Merrill 


Hat Ropiae 


\4^\ Pnpiijk..Merrill 1 


cu. ft. 


inches ori 


cu ft. 


i nched on 


cu ft. ' 


inches on 




per sec. 


^vflterdhe^ 


pereec 


^A/ater&hed 


per sec. 


waten^ 








I909 








Jonuary 


\zeo 


067 


620 


0.67 


660 


030 


Fcrbruary 


1 I60 


0.46 


^4-0 


o.«3 


Q>20 


0.42 


March 


leso 


0.©7 


660 


0.7 1 


62 O 


0.47 


April 


44.00 


1.89 


1000 


i 04 


3400 


TAB 


May 


7«oo 


3.19 


leao 


2.02 


5320 


4.00 


June 


3640 


I.G5 


I260 


1.99 


2360 


1.67 


July 


2440 


loe 


1900 


I.40 


II4.0 


066 


Auqust 
5ep1ember 


eoao 


0.92 


I620 


1.7^ 


4.60 


090 


2000 


066 


I080 


1.19 


920 


0.67 


October r 


IGOO 


071 


760 


a64 


620 


0.62 


NoMMnber 


0690 


2.0I 


I560 


1.6^ 


9IIO 


227 


December 


leso 


0.65 


aQo 


0.86 


1 lOO 


a69 








1910 








January 


14&0 


0.66 


eoio 


0.99 


<i>M 


047 


February 


I4.00 


ad6 


900 


aeo 


300 


0l94 


March 


24eo 


I.IO 


1120 


1,21 


i960 


I.09 


April 


4.oeo 


I.Tfi 


12-20 


1.27 


2660 


209 


May 


2dOO 


1.24 


1060 


1.14. 


I740 


1.91 


June 


1020 


0.65 


660 


0.69 


660 


069 


4"»v . 


loeo 


0.46 


«540 


o.5e 


340 


0.4I 


Auguet 


eeo 


099 


^90 


0.37 


930 


026 


September 


i?eo 


0^4 


620 


0.69 


660 


Q46 


October 


I400 


o.e2 


j$60 


0.60 


e4o* 


a69 


Nov&mber 


1^.50 


0.d4 


560 


0.36 


690 


a3i 


E]ecemUr 


9dO 


0.4I 


4^0 


0.46 


4«0 


Oid6 



Nummary by yecire 



Year 



inches on 



I 

1907 

1906 

I909 

1910 



Rui?off at 
Merrill 



20.94 
16.49 
13.31 
14.76 
6.94 



Rur>off at 



Runoff from 
Mnattr^hedbOwn 



Hat Rqp»»i;;;ttoy»-Hwrii 

inches on 



inchee on 



14.61 
I430 
11.97 
13.95 
9.36 



■wqtfcrghgd 



25.36 

17 ao 

14.66 
13.34 



Area of wa termed a bove Hat Rapid* =ioT0 5q.mi with lo^woterflMite 
•• •* ** (.* Merrill "66oo - ** 6i)(* •• «• 

bttvyeenMerrilland KR«»t59o •• - 4 - • 
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Table V shows the run-oflf data for the upper Wisconsin river at 
Hat Rapids and Merrill, and also for the portion of the river between 
Hat Rapids and Merrill, for the years 1906-1910. The data are given 
in cubic feet per second and also in inches depth on the watershed that 
ran off during the given month. The total run-off in inches depth on 
the watershed for any given period can easily be obtained by adding the 
the quantities of run-off during the months of the period. 

The watershed between Hat Rapids and Merrill has only about 4% 
water surface, and being practically free from the effects of artificial 
storage, the conditions of flow from a land surface alone practically 
exist. 

The data are of too short duration to furnish definite conclusions, 
but should furnish within reasonable limits, information as to the 
general relation of rainfall to run-off, the effect of ground storage on 
uniformity of run-off and the amount of annual evaporation from the 
soil. 

The monthly rainfall and monthly run-off data given, have been 
platted as shown on Plates XX and XXI. The hatched portions 
represent the run-off for the various months and years, in inches on 
the watershed, while the heavy line represents the rainfall. The upper 
line of figures for each year, gives the variation of the monthly rainfall 
on the watershed, from the fourteen year average above Merrill. The 
lower line of figures for each year, gives the rainfall deficiency, or 
algebraic sum of the variations, from January first, from the fourteen 
year average above Merrill. 

There is no general relation between rainfall and run-off for the 
short period of one month, due to the extreme range of amount, inten- 
sity and distribution of the rainfall throughout the months, and also to 
the change in elevation of the ground water level during the month 
considered. In the months of the early spring the run-off increases 
rapidly as a result of melting of snow and generally exceeds the rainfall 
for a period of one month, but not usually for a period of two months. 
The main purpose of the plates is to study the method by which 
stream flow is maintained and the utility of natural ground storage 
for increasing the uniformity of stream flow. 

Referring to the year 1907, the ordinates to the curved lines, 
starting with the given average monthly run-off and drawn downward 
and to the right, represent approximately the rates of run-off, if no 
rain should occur subsequent to the month for which the respective 
curves are drawn. The form of these curves, representing the under- 
ground flow was determined as follows. In September, 1907, the aver- 



DIAGRAM SHOWING THE RELATION BETWEEM RAIfirHJ. 
AND RUNOFF ON THE WATERSHED OF THE! WIS.RIVER 
BE.TWEEri HAT RAPIDS AMD MERRILL. 
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^Rainfall deficiency from Jan.i.from i4yearavcr0qe. » 



Plate XXI. 
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age monthly rainfall was 6.08", 1.88'' above the fourteen year average. 
The heavy rains were distributed over a period of about a week near 
the middle of the month ( See Plate XXYI and monthly Climatological 
Reports of the Weather Bureau for Wisconsin, 1907), the heavier rains 
at single stations being as follows : 

Minocqua, September 15th 4.06^' (Maxlmiim) 

MerriU, September ll>th 8.78* 

Prentice, September 18th 2.48* 

KoepenJck, September 19th 2.10' 

Koepenieh, September 18th 2.0(r 

The rainfall in each of the months, October, November and December 
was very small, amounting to 0.87", 0.69" and 0.42'' respectively (See 
Table IV). The maximum daily rainfall at any one station in October 
and November was about 0.40"' with rains at. other stations on or about 
the same dates averaging about 0.20". The maximum rainfall in Decem- 
ber at any one station was 0.30", with rains at other stations averaging 
about 0.10". The amounts and distribution of the rainfall in these 
months, was such that very little run-off could have resulted therefrom. 
Estimating the probable values for the run-off from these small rains, the 
curve A H may be drawn. Ordinates to this curve at points A, C, B, 
etc., would represent with reasonable accuracy, the run-off for the 
corresponding months of September, October, November, etc., if no 
rains had occurred subsequent to September. The ordinates to the 
curve I H', similar in form to A H, at I, B, D, P, etc., would represent 
the run-off for the corresponding months of August, September, Octo- 
ber, November, etc., if no rains had occurred subsequent to August. 
Careful observation of the results of rainfall on the watershed during 
the summer months, indicates that for rains not exceeding 3" per day, 
with a maximum intensity of about 1" per hour, there would be no 
surface flow; for rains exceeding this amount the writer as yet can 
make no definite statement as to the surface flow, except that there 
are no indications of erosion and infers from this that the surface flow 
has been but a small percentage of the total run-off. The curve A H 
would represent approximate underground flow, the approximation 
being due to the use of the average monthly run-off, for determining 
the point A of the curve, and which may be slightly influenced by 
surface flow. ' 

The length of A B represents the average increment to run-off during 
the month of September, as a result of the 6.08" of rainfall during 
September. The length of C D represents the average increment to 
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run*off in October from ground storage resulting from the 6.08^' rain- 
fall in the month of September. The length of E F represents the 
axrerage increment to run-off in November, from ground storage result- 
ing from the 6.08^' of rainfall in September. Likeivise the increment to 
the run-off for the month of December is represented by G, while that 
for the month of January is very nearly 0". 

The results show that with a rainfall of 6.08" in the month of Sep- 
tember a total of about i.C or 65% ran off, with about the following 
distribution: 



Run-off in Sept. = A B = £.§* or m% of total 

Ron-ofl In Oct. = O D = O.BT or 20% of total mn-off 

Run-off In Not. = £ F = 0.4' or 10% of total run-off 

Run-off In Dee. =6 =0.2* or 6% of total run-off 

Run-off In Jan. = 0.1' or 9% of total nm-off 

Total run-off =4.0* or 100% 

Referring to the year 1908 the rainfall during the month of August 
was very small, being 1.87^' below the fourteen year average, while the 
rain&ll deficiency from January first, 1908, was 0.27" above the four* 
teen year average. The rainfall in September, practically all occurred 
within the last five days of September (See Plate XXvil for distribu- 
tion of rainfall) , so that the larger port of the run-off from the Septem* 
ber rains did not occur until October. The curve A H, therefore, repre- 
sents with reasonable accuracy the underground flow, should no rain» 
have occurred subsequent to the month of July. The curve I H similar 
in form to A H would represent the underground flow, should no rainsr 
have occurred subsequent to June. The lengttis of A B, C D, E and 
G- represent respectively the increments to ron-off in the months of 
July, August, September and October, from a rainfall of 4.73" in the 
month of July. The total run-off was about 1.65", made up approxi- 
mately as follows: 

Run-off In July = A B = 1.10^ or 69% of total runoff 

Ban-off In Aug. = O D = 0.80^ or 18% of total nm-off 

Run-off In SQ>t. = B = 0.10* or 0% of total nm-off 

Run-off in Oct. =0 s= o.OT ar 1% of total nmofl 

BuB-otf in KoT. = 0.0ir or t% of total nm-off 

Total run-off = l.eV' or 100% 

From the two cases cited it is reasonable to infer that the effect of 
ground storage on run-off on the upper Wisconsin river is to dia- 



Storage Beservoibs and Their Relation to Stream Flow. S3 



tribute the total run-ofif that results from rains of from 4" to 6" per 
month in summer time, over a period of about five months, the average 
monthly run-offs being respectively equal to about 65, 19, 10, 4, and 2% 
of the total resulting run-off. 

The year 1908, January to July inclusive, shows rainfall conditions 
above the average for fourteen years, then with two very dry monthb 
following, the stream flow was 400 cubic feet per second from 1,530 
square miles, or 0.26 cubic feet per second per square mile (See Table 
V). From this it is evident that heavy rains during the spring and 
early summer months, will not prevent the possibility of depletion of 
the ground storage during the summer period. 

The principal element in maintaining stream flow in the case of the 
upper Wisconsin river is seen to be the periodic occurrence of rains, 
each of which adds its portion to the run-off and contributes to the 
total. 

Table VI gives the rainfall and run-off data by periods of the year 
for the year 1906-1910 for the watershed of the Wisconsin river between 
Hat Rapids and Merrill. These data are used in Plates XXII and 
XXIII, and show by means of curves the general relation between 
rainfall and run-off for the various periods of the year and also for the 
entire water year. The average of the results for the five years is 
shown in the following table : 





BalnlalL 


Bun-ofl. 


Ban-off 




BalnfaU. 


• 

Pirate hAlf fttorAffA ncrind fD^r .Tftn V^b ^ • 


9.n 
6.77 
9.40 

7.44 


2.08 
7.40 
9M 
8.82 


0.66 


Second half storage period, (Mar., Apr., May) 

Orowinff P«r*0d. (Jnn«. July. Aiiff.)-r 


1.10 
0.40 


BeDleniBhinsr period. (Sept.. Oct.. Nov.) 


0.46 






Averaffe for 5 years. 1906-1910 


25.82 


16.40 


0.61 







The term evaporation from soil, when used in connection with i^vesti- 
gations of rainfall and run-off is ordinarily considered as including all 
losses from the soil, except the run-off. The term thus includes evap- 
; oration from soil and water surface, water used by plant life, under- 
ground flow or seepage into underlying strata and all other losses. The ', 
evaporation from the soil for the watershed under consideration, 1,530 
square miles, with about 4% of water surface, for the five years 1906- 
1910, is seen to have averaged 10.36" per year. The curve, Plate 
XXIII, representing the general relation of rainfall to run-off for the 
water year, shows that the evaporation increases slightly with the 
rainfall. 
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VI 
RAINFALL AND RUNOFF DATA BY PERIODS FOR 

THE WATERSHED OFTHE WISCONSIN RIVER BETWEEN 

HAT RAPIDS AND MEIRRILL. 

WAXEIR YEARS l906-l9lO,(j530SO.MI. -4^ WATER SURFAClJ 



Njonthd 



Period 



Rainfall 
in inche'd 



Runoff I n 
inches 



Evaponoittor 
in inched 



\Ooc^ 



kiMcrJon.-F#|DL|nr9thalt dtonoiqe 

June-July-All Gi rowing 
SeptOcrf. - NJovq R^p le n 16 n i n q 



June-Ju 
5ept-0ct 



7.0© 



1 2.29 
I4..00 



34.46 



7.45 
iO.57 



14.oe 



«5.4.7 



D«CrJan.-p5.bJ 
Mar-App-May Second 

June-juiy^^Vu 
Sept-Oct'-Nov* 



Fir^t halt t)toragf 



lOO'? 



Ota I Storaqe 
G row i nc{ 
Repleniehlnoi 
Total-Water ye&r 



3i4e 

A 73 



B.i2 
7.<>4 



24.91 



2.36 

7.eo 



laeo 

4.67 



\e.w9 



Dec.-Jan-Feb( 
Mar-Apr-May Second 

Total Storage/ 



nrdthaitsroraqn eoF 

8.eo 



te 



Growinq 
Replenish inoj 
Total-Water y&ir 



10.62 

ia24 

6.4e 



27.,54 



1.43 
7.17 



e.6c 

4.25 

1.77 



I4.G2 



Oec.-Join.-Feb. 
^Jar-^Apr-May. 



First ha IT tjtofWf 



Total Storaqe 



June-July-Auql Growing 
Sepl.-ObT-Nov. Replenishing 

Total-Water year 



3.0I 



e.54 



e.ei 



27. 2o 



1.01 

6.95 



e.4^ 

3.06 
.3..56 



13. 1 o 



bec-Jan-Feb. 
Mar-Apr-May 

June-July-Auq 
5epl.-Oct.-No\< 



nr5FRaTT3Tor5c(i 
5econd •• •» 
Total Storage 

Growinq 

Repleniehinq 
Tbtal-VStorter year 



I9IO 



e6e 

3.42 



a.io 
Gioa 



f 



Av^ngkae fbr 3 year& i9qc - leio 
D^.-Jan.-Feh|rir6thaiT&toronfl Sei 



1.64 
443 



6.07 
I.30 
1.62 



d.99 



Mar-Apr-Mav . -. 

Total Storaqe. 
June-July-Auq ^G*rowino| 
S#pt.-Oc1>Nov:1 Replenidhinq 
~^ 'Total-Water v^r 



Ol9<3 



6.76 



12.02 



12.1 



I0.99 




CURVES SHOWING RELATION BELTWEEN RAltirALL 
AMD RUrMDrrOMTHE WATERSHED OP THE NA/I5CONSIN 
RIVER BETWEEN HAT RAPIDS AND MERRILL. 



















































































































































SG 
























































































































Pi r*^ ^'vl^- ^'^^^^'^^ P«>Kir%H 




. 


















1 1 f 1 






^ -^ 








m 














1 1 


• » 1 


^w* — 


- "^ 






- 






lU 
















^ 


« 


^^" 


^- 


^^^ 


-■^■^-^ 
























^ 




— « 




 


- 


— "" 


' 














*"" 


^ — 


>T*1 




' 


^^^^^ * 
















J 


rr"P:«*L-5< 


1.^ 


■— - 


. 50 


T» 






















^ ^j" 


''^ ' « f i^^ 




























o 




DW 




m 

J 
t 

mi 




































































































































^» 




































r 














































Se 


r ofT^ Jn 


«lf-«^* 


'i^fli 


^vA. 


Pfc/riod 








c 









































li 


^r • 


1 




^, 


- --' 






<)io 
















T 


^ 


^-p 


^0* 












X 












61 




^ 


i^A'Ikk'' 


^"^ 





















jrj£ 


?- 


, — 


17 




— 


■— 






c 








1^ 


■^ 









- SU*?" 












c 




^ 


^ 


— " 






















tZ o 






























Urn ^ 




































O 




































u 
^ 




































tr 




































90 


















































































Total t>Torage M^riod. 






















Dec -J a n.-FebL- M oi r-/v<pr-Ma v . 


o& 


« 



























1 


1 










lO 






















jSB- 






























>IA, 




V% 


rs*?o 


— ^ 


"  






















^T" 


^•^^ 


-^— 








, — 


 — " 


"" 


















.^ — 


- —  


:ge^ 


















«j0ib^ 


^ , 


- 


























-==^ 


*T 


 ^ — 




















1 1 1 



>; 



10 



3 10 

Rainfall in inches on watershed. 

O Observed valuer for. Ofiven pe*^iods in each'y«o>'^O^o<i»~»^'o mclusiv«i) 
•t- Average value* for qiven periods^ yea r6(i90C7' 1910) inclusive). 



Plate XXII. 



CURVES SHOWING RELATION BETTWEEN RAINFALL 
AMD RUNOFF ON THE NA/ATERSHED OFTHE WISCON- 
SIN RIVER BETWEEN HAT RAPIDS AND MERRILL. 
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O Observed values for given periods in each year(i9o&-i9io inclusivec) 
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Plate XXIII. 
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Yield op Watersheds Having From to 100% op Water Surpaob. 

In order to investigate the effect of storage reservoirs at present in 
operation, and of future reservoir projects on stream flow, it is con- 
venient to arrange the run-off data in the form of curves, termed mass 
curves, as shown in Plate XXIV. These mass curves afford a graphie 
means of showing the rate of stream flow at any time, by means of the 
slope of the curve at the given time. The abscissae represent time and 
the ordinates represent the summation of monthly run-offs in inches 
depth on the watersheds, the rates of flow being considered uniform 
during the periods of one month. A rate of run-off of one inch per 
month, equal to twelve inches per year, would be represented by the 
slope of the straight line A B. From the 12" depths per year, the rate 
of run-off in cubic feet per second for each square mile can be com- 
puted. In this way the draft diagram shown was constructed, the 
slope of each line representing a definite rate of flow. The rate of flov» 
at any time is most conveniently spoken of as inches depth per year 
from the watershed, and is applicable to a watershed of any area. 
When a watershed of definite area is considered, the rate of flow in foot 
second units may easily be obtained by multiplying the area in square 
miles by the flow in cubic feet per second per square mile, correspond- 
ing to the given rate in inches depth per year. 

Curves numbered 2, 3 and 4 are direct results from daily gauge read- 
ings of the river at Hat Rapids and MerriU, the data being given in Table 
V. Curves numbered 1, 5, 6 and 7 are deduced from curve number 2, 
by allowing for the rainfall and evaporation on the part of the water- 
shed occupied by water surface and making proper allowance for the 
remaining land surface. The most extensive experiments to date on 
evaporation from a water surface were made by Mr. Deeanond Fitz- 
gerald in connection with the Boston Water Works, 1876-1889. A maxi- 
mum yearly evaporation was found equal to about forty-three inches, 
the TniTiiTmmn about thirty-f our inches, and the average annual evap- 
oration for the sixteen years about 39.2'^. From observations at Boches- 
ter, New York, by Mr. B. Euichling extending over about dght years, 
the average annual evaporation was about 34.5^^ This practically com- 
pletes the list of reliable experiments on evaporation under conditions 
similar to those in the central states and eastern states. Headings of 
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dry-and wet-bulb thermometers at various Signal Service stations taken 
in 1887 (See Monthly Weather Review, 1888), indicate that the evapor- 
ation in the upper lake region is slightly less than in the east- 
ern states and averaged for this one year about 28''. The U. S. 
Geological Survey are at present making measurements of evaporation 
in Wisconsin at Menasha, Winnebago county, at Montello, Marquette 
county, and at Madison, Dane county. The results of these measure- 
ments are not as yet in condition for publication, but indicate that the 
average annual evaporation is about 30". For the purpose of the 
present investigation the average annual evaporation has been assumed 
as equal to 30.5", the same as the average annual rainfall for the four- 
teen year period 1896-1909. The distribution of annual evaporation in 
the various months has been taken approximately the same as for the 
eastern states. 

By taking the algebraic sum of the rainfall on the water surface and 
evaporation from the water surface for the various months of the years 
considered, the net monthly yields from the water surface may be 
determined. This would be either positive or negative, depending opt 
whether the rainfall or evaporation is the greater. Table VII gives the 
monthly yields from a water surface for the dry years 1907-1910. 

Curve number 2, Plate XXIV, shows the yield for the years 1907- 
1910 from the watershed between Hat Rapids and Merrill, comprising 
1,530 square miles and having approximately 96% of land surface and 
4% of water surface. It is desirable to determine from the data from 
which this curve is constructed, the yield from a watershed composed 
entirely of land surface. Considering any given month, the yield from 
a water surface in inches depth may be found from Table VII. Assume 
this yield distributed over the entire watershed by taking 4% of the 
values in the table. Subtract this value from the actual yield of the 
watershed, and the result will be the yield from the land surface, which 
occupied 96% of the watershed. Divide this by 0.96 and the 
result will be the yield in inches depth from an all land surface. 
Table VIII gives these computed monthly yields for the years 1907- 
1910. The data are represented graphically by curve number 1, which 
dhows that for the four dry years the average annual run-oflf, from an 
all land surface, was about 15''. Curve number 3 represents the meas- 
ured run-oflf at Merrill; the eflPect of 61/0% of water surface is seen 
to have decreased the average annual run-off to about 14". Curve num- 
ber 4 represents the measured run-off at Hat Rapids ; the effect of 10% 
of water surface is seen to have decreased the average annual run-off 
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TABLE. VI I. 
MONTHLY YIELDS FROM ANALL WATER SURFACE 

COMPUreDFROM RAINFALI.ANO eVAPORATrONONTHC Vt'ATEl?- 

SHCD or THE WISCONSIN RIVER BCTWEEN WVRAPIOSANDMERRIIJ. 

DRY YEARS t»Oft-iaiO 

Valuer Ojivfrn ininchM depth 



January 

*bnior 
*tore.h 
April 
May 






I90& 



4.34 350 

274 4.75 -tOI 
AMa.7S 



2.TS 



092 



1 90*7 



(VU048 






i9oe 



1] 



3.50 -aoi Z2\ 



475 -JO! A73 4.78 -Ooe 



3.M ais-osi 

1.10 ff.'M 

eoc i.«9 

.ro 



I909 









1.;^:::!,S':%i^f'" table vm. 

MONTHLY YIELDS FROM AN Ai.L LAND SURFACE 

COMPUTED FROM RUNOFF FROM THeWATCRSHeDOFTHEWISCONSN 
Riven BETWEEN HAT RAPIDS ANOHERRILL. ORYVEARS I«0&-I9IO. 

Valu6«giv»n in inch«5 dc-pth. 



96>^ land swrfocA arid 4^ waf»r surface. 
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to about 121^". Curves numbered 5, 6 and 7 represent respectively 
the run-off from watersheds having 14, 25, and 50% of water surface, 
and were computed from curve number 1, by adding algebraically the 
monthly yields of the given percentages of land and water surface, each 
being considered as distributed over the entire watershed. For a drain- 
age area having about fifty per cent of water surface, the average 
annual run-off for the four dry years was about 4%". The effect on 
stream flow of having a watershed with a large percentage of water 
surface is seen to be very marked, and beyond certain limits would be 
a decided disadvantage. 

Effect of Storage Reservoirs on Stream Flow. 

On the 580 square miles of drainage area under control by the 
reservoirs of the Wisconsin Valley Improvement company, there are 
about 84 square miles of water surface, thus making about 14% of 
water surface on the drainage area. Of this 84 square miles of water 
surface, about 58 square miles or 10% of the drainage area is made 
up of lakes used for storage reservoirs. Curve number 5 has been 
drawn to represent the average conditions of these lakes under control. 
The upper line represents the regulated discharge from the reservoir in 
cubic feet per second per square mile. In July, 1908, the ga\ige read- 
ings on the reservoirs showed that there was approximately 4,200 
million cubic feet in storage. The reservoirs were very nearly filled, 
and for present purposes they will be considered so and spoken of as 
having a depletion of 0" when filled to this extent. The draft on the 
storage during the summer season, 1908, as determined from the read- 
ings of the gauges was 3,480 million cubic feet. The ordinates on the 
diagram represent inches on the watershed, and 1" on 580 square miles 
would equal 1,350 million cubic feet. The draft of 3,480 million cubic 
feet would therefore represent a depletion of 2.58". The rate of dis- 
charge may be considered uniform during the period of draft. The 
divergence of the discharge line from the run-off curve (net supply 
to the reservoir, including rainfall and evaporation on the water sur- 
face), measured vertically, will represent the amount of depletion at 
any time in inches depth on the watershed. The period and amount 
of depletion being known, the rate of discharge may be determined 
graphically. The gates of the reservoir were closed during the last 
half of October and all of November, so the discharge line becomes 
horizontal during this time; water is collected in the reservoirs and 
the depletion decreased from 2.58" to 1.5". The gates were then gradu- 
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ally opened and by the last of March, 1909, the reservoirs were emp- 
tied. The depletion at this time, March 30, is known to have been 
4,200-^-1,350=3.1". From the data given, the discharge line can then 
be adjusted. The gates were then partially closed, and by the end of 
June the reservoirs were filled to practically the same amount, 4,200 
million cubic feet, or zero depletion, as in the previous spring. 

The total storage capacity on these lakes is about 5,000 million cubic 
feet, giving an average fluctuation of lake level of about three feet. 
Were these lakes in a condition of nature, without dams at their 
outlets, there would be a natural fluctuation of lake level and result- 
ing natural storage. The amount of this natural fluctuation of lake 
levels cannot be known, as it would depend on local conditions. Ex- 
perience from similarly located lakes would indicate that In a condition 
of nature there would be a fluctuation of about 1^/^ feet, or about one- 
half that obtained by regulation. This would give a storage capacity 
of about 2,500 million cubic feet in excess of natural storage, and from 
which actual benefit would be obtained.^ In the diagram, curve number 
5, the medial line, represents the approximate discharge that would 
have occurred were the lakes in a condition of nature. As the reservoirs 
occupy about 10% of the watershed, a depletion of 3.1" for the 
4,200 million cubic feet would represent a fiuctuation of 31" on the 
reservoirs. The medial line would represent conditions for a fiuctua- 
tion of 15%" on the reservoirs. 

The increase in stream fiow in cubic feet per second per square mile 
can be taken from the diagram for the summer and winter seasons. 
This increase multiplied by 580, the area of the watershed under con- 
trol, gives the increase in fiow in cubic feet per second over that which 
would result under natural conditions. Table IX shows the benefits 
from increase of stream flow obtained since the summer season, 1908. 
The increase in water horse power and cost per water horse power for 
the time of service are also given. The column headed total cost is 
made up of cost of maintenance and 6% interest on the capital stock 
paid in, as shown by the reports of the secretary of the Wisconsin Val- 
ley Improvement company- 
Plates XXV-XXIX are hydrographs of the Wisconsin river at Hat 
Rapids, Merrill and Necedah for the years 1906-1910. Those for the 
years 1908-1910 show graphically the effect of increase of stream flow 
during the summer and winter seasons. The ratio of the increase of 



^ TblB method Is eqalvalent In result to aBBimilng that, on the average, the effects of evap- 
oration from t^ie lake inrfaoes and natural storage, are such as to leave the actual benefits 
«s obtained from 50 per cent of the available storage draft. 
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flow to the average monthly flow at any time for the three places, 
Hat Rapids, Merrill and Necedah, may readily be computed from the 
diagram. Omitting the year 1910, because of incompleteness in the 
winter season, the average yearly storage draft for the two years, 1908- 
1909, has been 5,840 million cubic feet. The benefit from this storage 
has been an increase of stream flow over that with natural storage, 
at and below Tomahawk of about 160 cubic feet per second, distrib- 
uted over seven months.^ This 160 cubic feet per second would produce 
for each foot of head utilized, 18 water H. P. or about 13% actual 
H. P. A water power plant utilizing 20' head would then have an 
increase in available power of about 360 wfiter H. P. or 270 actual H. 
P. for seven months of the year. The cost of this power for the two 
years, 1908-1909, has averaged about five dollars per water H. P. for 
seven months' service. 



Loss BY Evaporation from the Surface of Reservoirs. 

The approximate losses from the water surfaces of the reservoirs due 
to evaporation during the periods of draft, may be determined from 
Table VII by summing the yields of the water surface for the months 
of the respective periods. The percentage of storage lost during the 
periods of draft from this cause, would be determined from the ratio 
of the loss, in inches depth, to the total draft, in inches depth, during 
the periods. The results for the years 1908-1910 were approximately 
as follows. 



2% months, summer season, 1906, 
4 months, winter season, X)6-<K>.., 
i months, summer season, 1909 
4 months, winter season, '09-10. 
8^ months, summer season, 1910 



loss 4.80^ 


draft 25.8" 


gain 1.04" 


draft 16.0" 


loss 5.60^' 


draft 20.4" 


gain 0.14'' 


draft 24.4' 


loss S.ffr 


draft n.cr 



percentage loss = 17 
percentage gain = 6 
percentage loss = 27 
percentage gain ^ 
percentage loss = 78 



The large percentage loss in 1910 was obviously due to the lack of 
rainfall, large evaporation and also to the small amount of storage 
available. 



140 
'Approximate percentage increase in flow for 7 month at Hat Rapids = z 100 = 28. 

ooo 

100 

Approximate percentage increase in flow for 7 months at Merrill = z 100 = 12. 

1800 

lOO 
Approximate percentage increase in flow for 7 months at Necedah = — z 100 = 8. 

800O 
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Curves showing the losses from the water surface of the reservior 
from rainfall and evaporation, have been drawn in each of the cases 
of watersheds having 14%, 25% and 50% of water surface. In the 
•case of the watershed having 50% of water surface, it is seen that for a 
series of dry years the maximum regulated flow could not exceed a 
rate of about 4^'^ per year, and that practically all of the depletion in 
the reservoir would be caused by evaporation. The regulated flow 
would be equal approximately to the supply from the land surface 
part of the watershed. Were the watershed an all land surface, the 
approximate rate of run-oflE could be determined from Table VIII 
giving the yield of an all land surface. The minimum monthly run- 
off is seen to have occurred in September, 1908, and equalled 0.31'^ per 
month, or a rate of 3.72'^ per year. The average yield for the eight 
months, August to March inclusive, would have been 0.57'' per month, 
or a rate of 6.84^^ per year. The condition of an all land surface with 
no regulation would thus have been preferable to that of a 50% water 
surface with regulation. 
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HYDRAULIC INVESTIGATIONS FOR FUTURE 

RESERVOIR PROJECTS. 



Experience during dry years in Wisconsin has shown the great im- 
portance of enlarging the storage reservoir system. There are on the 
Wisconsin river, at present, about 580 square miles of watershed under 
control, all of which are at the headwaters of the main river or its 
branches. In order to obtain any material increase in storage capacity, 
it will be necessary to construct reservoirs at several points along the 
main river or its branches, so as to intercept drainage areas of con* 
siderable extent. The feasibility of the reservoirs, and actual limits of 
storage capacity, can only be determined after both topographical and 
hydraulic data are available. The hydraulic data are a very importnt 
element in the solution of the problem and must be collected and sys- 
tematized before a conclusion can be reached. 

The results of the investigation of the yield of the watershed of the 
upper Wisconsin river, Plate XXIV, show that for dry years the 
maximum regulated flow at or in the vicinity of Hat Bapids cannot 
exceed a rate of flow of 950 cubic feet per second, as determined from 
an average annual run-oflf of about 12". 

In order to obtain information in regard to the maximum, minimum 
and average run-off of the river for as long a period of years as pos- 
sible, deductions have been made as shown in Plate XXX. The aver- 
age monthly run-off data for Merrill and Hat Bapids commence with 
the years 1903 and 1906 respectively. The available rainfall data com 
mence with the year 1896. It has been shown that there is a general 
relation between rainfall and run-off. The rainfall and run-off data 
for Merrill for the years 1903-1910 are shown in Table X. The data of 
these eight years for Merrill have been plotted as shown in Plate XXX, 
and a curve drawn showing the general relation between rainfall and 
run-off. By using this curve, the approximate yearly run-off for the 
years previous to 1903 may be obtained, when the rainfall is known. 
These interpreted yearly run-off data, together with the measured 
monthly run-off data, have been arranged in the form of a mass curve. 
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The mass curve for Hat Rapids has been drawn in a similar manner. 
The data from the plate are shown by the following summary: 



Rainfall and nm-off data. 


Hat 
Rapids. 


MerrlU. 


Average yearly rafniall, 15 yean 




20.07 


AirPT^gti yAftrij ron^ff, 15 years . . . x x . . 


10.S2 


17-87 


Ratio average' run-off to average ralnfiui, 9% water aiirfaoe 


0.60 


Ratio average run'Off to average rainfall, 10% water surface 


0.66 

26.00 

0.80 

2.75 




M^^fmuTn y^a^iy run-off, 15 years . . x . . . . x 


87 00 


Uinimuin y^mrly nm-ofl, 15 yearn ,. 


ao 


Approximate ratio of maximum run-off to minimum run-off 


00 


10^ yearly run-off recurs about once in 20 years. 
12r' yearly run-off recurs about once In 10 years. 





Table XI shows the results of the investigation to determine the 
effect on stream flow of additional storage reservoirs at various places 
and for the stated regulation. A regulation of 8'^ at Hat Sapids (See 
Plate XXIV) would mean that the minimum rate of flow would not 
be less than a rate computed from an annual run-off of 8^^ from the 
watershed of 1070 square miles, and would equal 645 cubic feet per 
second. Taking the years 1908-1909 as typical, tins would require a 
reservoir of one billion cubic feet capacity at or in the vicinity of Hat 
Rapids. The increase in stream flow would average 80 cubic feet per 
second for the five driest months of the year. The increase in power 
for 300 feet head would amount to 2,730 water H. P. for the five 
months' period. Complete regulation at Hat Rapids, in dry years 
would' require additional reservoir capacity to the amount of 6^ billion 
cubic feet. This would maintain the stream flow at a rate of 950 cubic 
feet per second, and would give an increase in stream flow at and below 
Hat Rapids of 300 cubic feet per second during the eight driest months 
of the year. The increase in power for the 300 feet head would amount 
to 10,250 water H. P. for the eight months' period. 

Complete regulation at Tomahawk in dry years, would require ad. 
ditional reservoir capacity to the amount of 13^^ billion cubic feet. 
This would give an increase in stream flow at and below Tomahawk of 
650 cubic feet per second during the eight driest months of the year. 

Complete regulation at Merrill in dry years would require additional 
reservoir capacity to the amount of 20 billion cubic feet. This would 
give an increase in stream flow at and below Merrill of 965 cubic feet 
per second for the eight driest months of the year. 

The last column of Table XI gives for each case considered the prob- 
able minimum yearly returns from the sale of storage power, at five 
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dollaTS per water H. P. for the portion of the year. The rate of five 
dollars for water H. P. for five to eight months' service, has been as- 
sumed as a probable Tnininrnin rate for the sale of storage i>owery and 
must be taken as subject to change, should further investigation show 
that a higher rate would be necessary to yield a reasonable return on 
the investment. 

It is very important that the State should gain information at an 
early date in regard to the storage problem on all of its main rivers. 
All natural basins at the headwaters of the Wisconsin river should be 
carefully investigated and if found more suitable for storage purposes 
and for benefit to the river as a whole, than for local power develop- 
ment, the site can be reserved and developed accordingly. 

The U. S. Government engineers made preliminary surv^s for reser- 
voir sites at the headwaters of the Wisconsin, Chippewa and St Croix 
rivers in 1880, and reported available storage capacities to the amounts 
of 19, 25 and 34 billion cubic feet respectively. Conditions of develop- 
ment along the shores of the lakes and rivers since then, however, have 
probably progressed to such a point that it will be impossible to ob- 
tain one-half of what may then have been feasible. 
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CONCLUSIONS AND RECOMMENDATIONS. 



It should be the policy of the State to encourage to the fullest possible 
extent both the summer resort business and the development of the 
water powers along the river. 

There is an apparent conflict on some of the lakes between the sum- 
mer resort interests and the water power interests in that the former 
desire the minimum fluctuation during the summer season, while the 
latter desire the maximum ; however, by limiting the low water levels 
during the summer and by the dredging of thoroughfares as proposed, 
conditions quite favorable to the summer, resort interests will be se- 
cured. 

When more storage becomes available from additional reservoirs it 
will be possible to hold up the summer level on all of the more import- 
ant lakes until the latter part of the summer season, thus accommo- 
dating the summer resort interests without material decrease in benefit 
to the water power interests. 

In this matter it should in justice be stated that the results of in- 
vestigation have shown that the Wisconsin Valley Improvement com- 
pany has been acting in good faith, has in all cases investigated kept 
within its legal rights and has shown a willingness to co-operate with 
the summer resort interests by sharing the expenses incident to main- 
taining suitable boating conditions on these lakes and thoroughfare«i. 

Referring to Table II, it is recommended that the Wisconsin State ' 
Board of Forestry accept the high and low water limits of lake ^ 
levels as outlined for the winter and summer seasons, also the months 
of the year, where specified, that shall constitute the summer season; 
also that the Board order established such monuments as specified for 
the high and low water limits of lake levels. It should be noted that 
high and low water monuments for lakes Big St. Germain and North 
Pelican are not proposed in the table. 

Referring to Lake Big St. Germain, it is recommended that the 
lake level limits proposed be accepted temporarily, but that before 
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mosnuueiits are placed, further investigation be made to see if it 
would not be feasible to secure more favorable conditions for all parties 
concerned. It is suggested that should a shorter summer season be 
specified, a higher summer level during this time could be maintained, 
and that in compensation therefor it may be possible to secure a 
higher high water limit in both winter and summer seasons. 

Referring to North Pelican lake, it is recommended that more data 
should be collected relative to high water conditions before monuments 
sTe established. 

Referring to Twin lakes, it is recommended that the proposed agree- 
ment of the Wisconsin Valley Improvement company and the summer 
resort interests to construct permanent piers with sheet piling on each 
side of the thoroughfare between Big Twin and Little Twin lakes be 
accepted. 

Referring to Long lake on Deerskin river, it is recommended that 
the proposed agreement of the Wisconsin Valley Improvement com- 
pany and summer resort interests to co-operate on equal terms in the 
matter of dredging and maintaining the thoroughfare between Long 
lake and Sand lake, so as to secure a depth of not less than .2 feet 
during the specified summer season, be accepted. 

It is recommended that, for the present, wooden gauge boards with 
scale marked in feet and inches, be used for monuments, the elevation 
of the zero of the scale on the gauge board, to be referred to some object 
having a permanent elevation. A cloth sign, giving information as to 
high and low water marks and the months constituting the summer 
season, may be tacked on some nearby object 

It is recommended that the State Board of Forestry keep in dose 
touch with the operation of the reservoirs, and receive monthly 
reports from the Wisconsin Valley Improvement company stating the 
levels on the various lakes. 

It is recommended that the Wisconsin State Board of Forestry 
emphasize the importance of seciuring additional data on stream flow 
and evaporation. Additional stream flow data should be obtained on 
the Wisconsin river at Otter Rapids, near the municipal water power 
plant of Eagle River, and at some point on the Tomahawk river. 

It is recommended that the Wisconsin State Board of Forestry co- 
operate with the Wisconsin Vall^ Improvement company in investi- 
gating fntiure reservoir projects. To this end the suggestion is made 
that the Wisconsin Valley Improvement company be requested to in- 
vite the State Board of Foresry to co-operate with them in the investi- 
gation of future reservoir projects, and to have their consulting en- 
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gineer attend the meetings of the Board of Directors of the Wisconsin 
Valley Improvement company when future reservoir projects are being 
considered. In this way the State would keep in direct touch with 
new reservoir projects and would be informed without delay as to 
whether they were being developed to economical limits. 

The question of ground storage in connection with future reservoir 
projects is very important. It is possible that there may be reaches of 
the river where small surface slopes exist and that by erecting dams, a 
considerable fluctuation of ground water extending over a large drain- 
age area may be obtained. The apparent storage in such cases would 
'be small, while the real storage would be large, 'the water held in 
ground storage would be free from evaporation and ideal conditions for 
^storage would be provided. 

Respectfully submitted, 

C. B. Stewart. 
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APPENDIX A. 

Reference to Authority Under Which the Dams of the Wisconsin 
Valley Improvement Company Were Erected. 

Wausau, Wis., October 7, 1910. 
Mr. C. B. Stewart, 

Madison, Wisconsin. 

Dear Sir: — I have gone over the laws of Wisconsin somewhat care- 
fully and find that the most of the dams in connection with our reser- 
voirs have been erected by corporations which have been organized 
under Chapter 86 of the general laws of Wisconsin and acts amenda- 
tory thereof. I believe the following are the only ones that have been 
constructed in any way pursuant to special legislation: 

First : Our dam at South Pelican, which was constructed under a 
contract between the Wisconsin Valley Improvement company and the 
Antigo Island club, a copy of which contract you have. This club had 
special authority to erect a dam under Chapter 26 of the laws of Wis- 
consin for 1903, a copy of which you already have. [See Appendix B.] 

Second : Our dam at North Pelican, which in like manner was 
erected under a contract with Messrs. Barnes, Brown, Stapleton and 
Moen, a copy of which contract you have. [See Appendix C] These 
gentlemen had special authority to erect a dam by Chapter 398, gen- 
eral laws of Wisconsin for 1905. 

Third: Long Lake on Eagle, provision for which was originally 
given by Chapter 532 of the general laws of Wisconsin for 1887, and 
which is especially referred to in the Act of Legislature relating to our 
company, Chapter 335 of the laws of Wisconsin for 1907. The said 
dam was built by the Long Lake Improvement company, and our com- 
pany owns all the stock of the old company. 

Fourth : Our dam at Minocqua, erected by virtue of authority spe- 
cially given by Chapter 252, general laws of Wisconsin for 1889. This 
act is also referred to in said chapter 335, laws of Wisconsin for 1907. 
The dam at this place was constructed by the Minocqua Dam com- 
pany, a corporation duly organized pursuant to Chapter 86 of the Re- 
vised Statutes of Wisconsin, to which company all rights given to the 
parties named in said Chapter 252 had been duly assigned, and the en- 
tire stock of this company is also owned by the Wisconsin Valley Im- 
provement company. 
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Fifth : Our dams at Big St. Germain and Little St. (Germain, which 
as I understand it had been erected pursuant to original authorily 
given by Chapter 355, laws of Wisconsin for 1883, and which rights 
have been fully acquired by our company. Should I at any time find 
that I am mistaken in this I will advise you.^ 

Sixth: Our dam at Squirrel, which, as I understand it has been 
maintained pursuant to the authority given by Chapter 434, laws of 
"Wisconsin for 1887, which rights have been fully acquired by our 
company. 

All our other dams have been originally constructed by river im- 
provement companies organized under Chapter 86 of the general laws 
of Wisconsin and acts amendatory thereof, and particularly under the 
provisions of Sections 1777 and 1777a, etc., contained in said chapter 
86, and having special provisions for the organization of corporations 
formed in whole or in part for the improvement of streams, etc. These 
companies include the Yieux Desert Improvement company, which es- 
tablished its dam at that place, the Pioneer Improvement companj^ 
with a dam at Twin Lakes, the Buckatabon Improvement company, 
with its dam at that place, the Deerskin River Improvement company 
with dams, as I understand it, at what is called Long Lake on Deer- 
skin and Lower Deerskin, the Nine Mile Creek Improvement company, 
with its dams at Upper Nine Mile, Lower Nine Mile and Seven Mile, 
and the Sugar Camp Improvement company, with its dam at Sugar 
Camp. Our company owns the entire stock in all of these corporations. 

Section 1 of said Chapter 335 of the laws of Wisconsin for 1907 es- 
pecially gives the Wisconsin Valley Improvement company the right 
to acquire these properties. 

I think you will find the foregoing information is complete, and all 
you will desire. Mr. Babcock has not yet returned, and I have had 
no opportunity to confer with him. As above stated, I have gone over 
the entire statutes relating to dam charters which have been granted by 
our state legislatures and I believe I have covered completely in the fore 
going statement everything which relates to our reservoirs. As stated 
above, I shall be glad to furnish any further information you may wish, 
and if I find on Mr. Babcock 's return I have omitted anything in this 
statement I will supply it. You will readily understand that I may 
have made some omission, and I know you will appreciate our willing- 
ness to furnish you all the information we possess in this entire matter. 

Yours respectfully, 

G. D. Jones, 

Secretary. 
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APPENDIX B. 

Contract fob North Peucan Lake. 

This deed and agreement made and entered into this 16th day of 
December, A. D. 1908, by and between the Farm Land Company, a 
corporation, Matt Stapleton, Alice Stapleton, W. B. Brown, J. O- 
Moen, John Barnes and Julia K. Barnes, his wife, parties of the first 
part, and the Wisconsin Valley Improvement Company, a corporation, 
party of the second part, to-wit : 

(1) It is understood that the above named Matt Stapleton, Alice 
Stapleton, and John Barnes are the owners of Lots 4 and 6 of Section 
4, Township 36 North of Range 10 east, in Oneida Caunty, Wisconsin, 
and also of a dam across the North Pelican River situated upon said 
lots, and that said parties also own certain other lands adjacent to and 
abutting on the North Pelican chain of lakes, which said lands are here- 
inafter more particularly described. 

(2) It is further understood that the Farm Land Company above 
named is likewise the owner of a considerable quantity of land adjacent 
to and abutting on said North Pelican chain of lakes, which said land 
is likewise more particularly hereinafter described. 

(3) It is further understood that said Matt Stapleton, W. B. Brown, 
J. 0. Moen and John Barnes are the owners of certain rights and 
franchises empowering them to maintain a dam not exceeding six feet 
in height across the Pelican River on certain lands therein described, 
and also empowering them to exercise the right of condemnation of 
such lands as might be overflowed by the maintenance of said dam, 
Ijueh rights and franchises being conferred by Chapter 398 of the Gen- 
eral Laws of Wisconsin for the year 1905. 

(4) That between Roosevelt station on the Minneapolis, St. Paul and 
Sault Ste. Marie Railway and the aforesaid dam on Section 4, Town- 
ship 36, Range 10 east, a distance of several miles, there is a chain of 
lakes of great natural beauty connected by thoroughfares navigable 
for row boats and canoes even in stages of low water and navigable 
for small draught launches in moderately high water. That such 
chain of lakes is situated but a few miles from the city of Rhinelander, 
and is resorted to by a great many people seeking health, pleasure and 
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recreation, and there is already established a summer resort for the 
accommodation of the public on one of said lakes, as well as a consid- 
erable number of cottages that are privately owned. That in order to 
fully utilize said chain of lakes, and the thoroughfares connecting tiie 
same, for the purposes stated, it is necessary and advisable to improve 
the navigation thereof during the summer months, by maintaining a 
constant head of water therein suflSciently high to admit of their being 
navigated by small power crafts. 

(5) That the first parties to this contract, individually and collect- 
ively, are interested in lands adjacent to and abutting upon said lakes, 
or in summer cottages thereon, or both, and the dam and franchises 
herein referred to were procured by them, not for purposes of direct 
financial profit, but to improve the navigability of said lakes and 
streams so as to develop them as health and pleasure resorts. That 
some of said lakes are quite shallow and in order to properly preserve 
the same it is necessary to maintain a dam at the outlet of the lower 
lake in said chain. 

(6) That the defendant is a corporation, organized for the purpose, 
among other things, of acquiring flowage and water storage and water 
reservoir rights and privileges. That its stockholders consist princi- 
pally, if not wholly, of persons who own or are interested in developed 
and undeveloped water powers on the Wisconsin River, and that its 
principal object and purpose is to store surplus water in the reservoirs 
controlled by it in time of high water, so that the same may be utilized 
for hydraulic purposes during dry portions of the year. That the 
aforesaid chain of lakes, together with the swamps and low ground ad- 
jacent thereto, cover a large area of territory and constitute a valuable 
storage basin. That the water in the Wisconsin River is generally low- 
est during the winter season, and the greatest necessity for using sur- 
plus water usually exists during the winter months, and the right to 
use the head of water created by said dam, during the winter months, 
and when the same is not necessary for the uses and purposes of navi- 
gation hereinbefore set forth, is exceedingly valuable to the water 
power interests upon said Wisconsin River, which rights said second 
party has been formed to conserve. That said dam can be so operated 
as to carry out the objects and purposes of the first parties hereto, and 
also in such a manner as to be of very material use and benefit to those 
interested in the second party to this contract. 

(7) For the consideration, and subject to the conditions hereinafter 
set forth, said Matt Stapleton, W. E. Brown, J. 0. Moen and John 
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Barnes, hereby sell, assign, transfer and convey to the second party, its 
successors and assigns, all rights, franchises and privileges conferred 
upon them by virtue of Chapter 398 of the General Laws of Wiscon- 
sin for the year 1905, the said grantee to assume the duties and obli- 
gations provided for in said act. 

(8) For the consideration, and subject to the conditions hereinafter 
named, the Farm Land Company hereby sells, assigns, transfers and 
conveys to said second party the right to overflow the lands herein- 
after described to such extent as the same will be overflowed by rais- 
ing a head of water on said dam to a height hereinafter specified. The 
following is a list or schedule of lands intended to be covered by this 
paragraph of the contract : East half of the southeast quarter of sec- 
tion twenty-four; lots one, three, five and seven, and all that part of 
lot two now owned by said Farm Land Company, all in Section twenty- 
five. Township number thirty-seven North, Range number nine east, 
and lots three, four and six of Section thirty in Township number 
thirty-seven North of Range ten east- 

(9) For the consideration of twelve hundred and fifty (1250) dol- 
lars, of which sum Matt Stapleton is to receive seven hundred and 
fifty (750) dollars and John Barnes is to receive five hundred (500) 
dollars, and in consideration of and subject to the other conditions 
hereinafter set forth, said Matt Stapleton and Alice Stapleton, and 
John Barnes and Julia K. Barnes, his wife, hereby convey and war- 
rant, subject to 1908 taxes assessed against said lands, to said second 
party lots four and six of Section four in Township number thirty-six, 
north of Range ten east. Said last named parties further convey to 
said second party all their right, title and interest in and to the dam 
across the Pelican River located on said lots, and also all their right, 
title and interest in and to the stock, property rights and franchises of 
the Pelican River Improvement Company. Said last named parties 
further bargain, grant, sell and convey to said second party the right 
to overflow the lands hereinafter described, insofar as the same will 
be overflowed by raising a head of water on said dam to such a height 
as is hereinafter specified. The lands as to which such right is con- 
veyed are the following : Lot nine of Section four ; lots two and three, 
and an undivided one-third interest in lots seven and eight of Section 
five, and the southeast quarter of the southeast quarter of Section six, 
all in Township number thirty-six north of Range ten east. Lot two 
of Section thirty and lot two of Section thirty-one in Township num- 
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ber thirty-seven, north of Range ten east. It is understood that no 
part of said consideration of twelve hundred and fifty (1250) dollars 
is paid for the right to overflow said lands. 

(10) Said second party, on its part, agrees to construct and main- 
tain a good and substantial dam across the Pelican River upon lots 
four and six of said Section four, and further agrees to maintain a 
head of water on said dam, from June 1 to September 15 in each year, 
of such height that the water in the inlet to Moen Lake (being the 
upper lake in the North Pelican chain) shaU be sixteen inches below 
the center of the cross sill in the bridgie of the Minneapolis, Sault Ste. 
Marie and Atlantic Railway over and across said inlet as now main- 
tained. It is understood and agreed that it may not always be possi- 
ble or practicable to maintain a constant head of exact and uniform 
height, owing to evaporation and other causes, but the second party 
agrees to maintain said head and said height as near as it is possible 
or practicable so to do, and at no time within the period mentioned 
shall it be allowed to drop more than four inches below such point un- 
less the evaporation is so great that such head cannot be maintained 
with the dam closed. In the event of such dam being destroyed by the 
elements, or by other causes beyond the control of the second party, 
said second party shall at once proceed to repair said dam and put 
the same in order with all reasonable diligence and dispatch. Said 
second party further agrees to secure the gates of said dam, and to 
watch the same so that the same will not be tampered with, and any 
surreptitious raising of the said gates or tampering therewith shall 
fnmiah no excuse on the part of the party of the second part for fail- 
ing to maintain the head of water herein provided for. The provisions 
of this paragraph and of this agreement shall extend to and cover any 
dam or dams hereinafter built by the second party across the outlet 
of said North Pelican chain of lakes, and in such a place as to affect 
in any manner the head of water in such lakes, regardless of whether 
such dam is built above or below or upon the present dam site. 

(11) It is the purpose and intention of the parties to this contract 
that the first parties, or a majorily of them, shall have the absolute 
right to dictate the height of water that shall be held upon said dam 
or "upon any dam to be hereinafter built, between June 1 and Septem- 
ber 15 in each year. If, after the water has been held at the height 
herein specified for one season or for a part of a season, it shall appear 
that the point herein designated as the one at which water is to be held 
is not the proper one, then said first parties or a majority of fhem 
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shall have the right to designate another and a different point, and 
the point so designated shall be marked by some substantial monument 
upon the shore line of said Mcen Lake, and said second party agrees to 
enter into a new contract with said first parties fixing and definding 
such new point, if requested ?o to do by said first parties or a majority 
of them. 

(12) The flowage rights herein conveyed by the parties of the first 
part shall be confined and limited to such land as will be overfiowed by 
maintaining a head of water on said dam not to exceed twelve inches 
above the point designated in this contract as the one at which said 
head of water is to be held as constantly as possible from June 1 to 
September 15 in each year ; it being conceded, as far as the first parties 
are concerned, that such extra head may be held at other seasons of 
the year. 

(13) No consideration has been paid to said Matt Stapleton, W. E. 
Brown, J. 0. Moen or John Barnes, for the assignment of the fran- 
chise herein conveyed, except the agreement on the part of tiie second 
party to maintain the head of water herein provided for between June 
1 and September 15 in each year. It is expressly agreed that, in the 
event of the failure of the second party to maintain such head as 
herein provided, then and in that event said second party shall for- 
feit all right, title and interest in and to said franchise rights and 
privileges, and the same shall revert to and become the property of 
said Matt Stapleton and John Barnes, being the parties who own and 
are by this instrument conveying the land upon which said dam is 
located and are the parties best situated by reason of such ownership 
to utilize such franchise; and thereafter said second party shall not 
maintain or attempt to maintain any dam that will in any manner 
affect the head of water in said lakes. 

(14) It is further understood that no consideration has been paid 
said Farm Land Company for the fiowage rights hereby conveyed, 
except the agreement made by the second party to maintain the head 
of water from June 1 to September 15 in each year, herein provided 
for, and it is agreed that in the event of the failure of said second 
party to maintain such head, all such rights, easements and property 
as is hereby conveyed shall revert to and become the property of said 
Farm Land Company, and all right to overfiow said lands, in any man- 
ner, by the second party, its successors or assigns, shall cease. 

(15) It is further agreed and understood between the parties hereto 
that a large and material part of the consideration for the conveyance 
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of the lands, flowage rights and other property conveyed by this in- 
strument, by said John Barnes and Matt Stapleton and their respec- 
tive waves, is the agreement on the part of the second party to main- 
tain a head of water on said dam, or any dam or dams hereafter to be 
built, between June 1 and September 15 in each year, of the height 
herein provided for, and that in case said second party, its successors 
or assigns shall not keep and maintain said head of water conformably 
to the terms of this contract, the two lots hereby conveyed outright, 
the dam thereon, all flowage rights and all property rights or fran- 
chises of every name and nature hereby granted or conveyed to said 
second party by said last named first parties as well as all franchises 
hereinafter obtained enabling said second party to operate and main- 
tain said dam, shall revert to and become the property of said Matt 
Stapleton and John Barnes, and all rights of said second party, its 
successors or assigns, of, in or to said property or any part thereof, 
shall cease and terminate ; provided, however, that the failure to main- 
tain the head agreed upon shall not work a forfeiture as to any of 
said first parties in the event of said dam being carried away by the 
extraordinary action of the elements or other causes beyond the con- 
trol of said second parties if such dam is replaced with due and rea- 
sonable diligence. 

(16) The forfeitures herein provided for shall be deemed self -execut- 
ing, and a failure on the part of said second party, its successors or 
assigns, to comply with the terms of this contract, shall divest said 
grantee or its successors or assigns of the property rights and fran- 
chises herein conveyed or described, without any act or declaration on 
the part of said grantors, their heirs, successors or assigns, and said 
first parties shall thereupon have the right to take possession of such 
property and to use and enjoy the same without let or hindrance from 
said second party, its successors or assigns. 

The covenants herein contained shall be mutually binding upon the 
parties hereto and their respective heirs, successors and assigns. 

In Witness Whereof the individuals who are parties hereto have 
signed their names and afiSxed their seals this 16th day of December, 
A. D. 1908, and the corporations who are parties hereto have caused 
this deed and contract to be signed by their respective presidents and 
countersigned by their respective secretaries, pursuant to authority 
duly conferred upon such oflScers by the respective boards of directors 
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of the corporations which such officers repres^it, and have caused their 
respective corporate seals to be attached the day and year above written. 



Witnesses as to Matt Staple- 
ton, Alice Stapleton, W. E. 
Brown, J. O. Moen and Farm 
Land Company. 

Grover Stapleton, 
Helen Stapleton. 
Witnesses as to John Barnes 
and Julia K. Barnes. 
Fayne Barnes, 
John K. Barnes- 
Witnesses as to the Wisconsin 
Valley Improvement Co. 
Margaret Ryan, 
Clyde Weik. 



Matt Stapleton, (Seal) 

Alice Stapleton, (Seal) 

W. E. Brown, (Seal) 

J. 0. MoEN. (Seal) 

Farm Land Company, 

By J. 0. Moen, President, 

Chas. B. Peterson, Secretary. 
John Barnes. (Seal) 

Julia K. Barnes. (Seal) 

Wisconsin Valley Improve- 
ment Company. 

By Geo. A. Whiting, 

President. 

G. D. Jones, Secretary- 



(The above signatures were duly acknowledged). 



APPENDIX C. 



Contract for South Pelican Lake. 



KNOW ALL MEN BY THESE PRESENTS, That the xmder- 

signed, and 

his wife, being the owners of the following described lands bordering 
on Pelican Lake in Oneida County, Wisconsin, to-wit: 

do hereby for a valuable consideration give and grant unto the Wis- 
consin Valley Improvement Company and its successors and assigns, 
the right so far as the exercise of the same affects the lands aforesaid 
to construct and perpetually maintain and operate a dam across the 
outlet of said lake and therewith maintain the water in said lake at 
the high water mark of said lake as ascertained in October, 1907, by 
representatives of the Antigo Island Club and of said company and 
agreed to be established at one and one-half inches above the highest 
surface of that certain large rock lying in the water at the most 
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southwesterly extremity of the Antigo Island Club's island in Pelican 
Lake marked on the upper surface with the following design cut in 
said rock, viz : a square, marked, 1^ and to be further marked by an- 
other monument at the same elevation at such point on said lake as the 
grantors shall determine. 

This grant is made upon the express condition that the said com- 
pany shall construct and complete said dam within one year; shall 
maintain said dam in good condition for operation and have at all 
times a competent man in charge thereof and shall maintain the water 
in said lake at all times between April 1st and November 1st of each 
year as nearly as practicable at or within six inches below said high 
water mark and shall not draw down the water in saicilake lower than 
two feet below said high water mark during the balance of the year. 
In case said conditions be not complied with this instrument shall be 
void. " 

Witness our hands and seals this day of , 1908. 

In presence of : 

(Seal) 

(Seal) 

State of Wisconsin, ) 

)ss. 

Langlade County. ) 

Personally came before me this day of , 1908, the 

above named and , 

his wife, to me known to be the persons who executed the foregoing 
instrument and acknowledged the same. 



Notary Public for Wisconsin. 
My commission expires 



i. 
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